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HOUSING  CHARACTERISTICS  OF  THE  UNITED  STATES:  APRIL,  1947 


Homes  occupied  by  their  owners  now  represent 
55  percent  of  all  occupied  dwelling  units  in  the 
United  States,  according  to  the  results  of  a 
survey  released  today  by  J.  C.  Capt,  Director, 
Bureau  of  the  Census,  Department  of  Commerce. 
The  survey  also  shows  that  two-thirds  of  the 
41,700,000  dwelling  units  in  the  United  States 
have  a  private  bath  and  a  private  flush  toilet; 
and  nine  out  of  every  ten  have  electric  light¬ 
ing.  These  figures  cover  farm  as  well  as  non- 
farm  dwelling  units.  About  21/3  million  of  the 
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occupied  dwelling  units  contained  more  than 
1  1/2  persons  per  room  and  2  l/2  million  had  one 
or  more  married  couples  living  as  subfamilies, 
in  addition  to  the  head  of  the  household.  Of 
the  estimated  15  1/3  million  tenant-occupied 
nonfarm  dwelling  units,  4  1/6  million  rented  for 
#40  a  month  or  more  and  the  same  number  rented 
for  less  than  #20  a  month.  All  of  these  figures 
are  based  on  results  of  a  survey  which  was  con¬ 
ducted  in  April,  1947,  by  the  Bureau  of  the 
Census.  The  survey  covered  about  30,000  house¬ 
holds  in  148  sample  areas  in  44  States  and  the 
District  of  Columbia,  each  area  comprising  one 
or  more  counties  or  parts  of  counties.  Since 
the  estimates  'are  based  on  a  sample,  they  are 
subject  to  error  due  to  sampling  variability. 
The  smaller  figures,  particularly  those  less 
than  1,000,000,  as  well  as  small  changes  from 
ri  1940  should  be  used  with  particular  care,  as 
explained  below  in  the  section  on  Reliability 
of  estimates . 

' 

TENURE 

In  April,  1947,  homes  occupied  by  their  owners 
represented  about  55  percent  of  all  ordinary 
occupied  dwelling  units.  In  urban  areas,  48  per¬ 
cent  of  the  occupied  dwelling  units  were  owner- 
occupied  while  in  rural-nonfarm  and  rural-farm 
areas  about  two-thirds  were  in  this  category. 
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The  percent  of  homes  occupied  by  their  owners  in 
1947  represents  considerable  increases  over  the 
comparable  figures  in  1940  when  the  percentages 
were  as  follows:  United  States,  44  percent; 
urban  areas,  38  percent;  rural-nonfarm  areas, 
52  percent;  and  rural-farm  areas,  53  percent. 

STATE  OF  REPAIR  AND  FACILITIES 

<  / 

In  1947,  about  37,500,000,  or  90  percent  of 

the,  ordinary  dwelling  units  were  in  good  condi¬ 
tion  or  in  need  of  minor  repairs,  with  93  per¬ 
cent,  89  percent,  and  81  percent  for  urban, 
rural-nonfarm,  and  rural-farm,  respectively.  The 
survey  indicated  that  there  were  approximately 
4,100,000  dwelling  units  in  need  of  major  re¬ 
pairs  of  -which  2,700,000  were  in  urban  and 
rural-nonfarm  areas. 

In  1947,  an  estimated  27,300,000  dwelling 
units  were  reported  as  containing  both  a  private 
bath  and  a  private  flush  toilet.  In  urban  areas, 
about  20,500,000,  or  84  percent  of  the  units  had 
both  a  private  bath  and  private  flush  toilet  and 
in  rural-nonfarm  areas  about  5,300,000  dwelling 
units  were  in  this  category.  On  the  other  hand, 
only  about’  1  1/2  million  of  the  rural-farm 
dwelling  units  had  both  a  private  bath  and 
private  flush  -toilet.  Only  about  800,000  of 
the  27  million  dwelling  units  having  both  a 
private  bath  and  private  flush  toilet  were  in 
need  of  major  repairs.  There  were  15,100,000 
dwelling  units  in  the  United  States  that  were 
in  need  of  major  repairs  or  without  private 
bath. 

Approximately  20,000,000  dwelling  units  in 
1947,  or  48  percent  of  all  dwelling  units,  had 
central  heating  equipment.  Approximately  64 
percent  of  the  homes  in  urban  places  had  cen¬ 
tral  heating.  There  are,  of  course,  important 
regional  variations  in  the  number  of  homes  with 
central  heating. 
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About  9  out  of  every  10  of  the  dwelling  units 
in  the  United  States  had  electric  lighting  equip¬ 
ment.  This  type  of  lighting  equipment  was  pro¬ 
vided  in  about  37,100,000  homes  in  1947.  As 
expected,  urban  homes  had  the  highest  percentage., 
98  percent,  with  the  corresponding  figures  for 
rural-nonfarm  being  about  90  percent  and  only  59 
percent  for  rural-farm  hones. 

Ninety-six  percent,  or  close  to  40  million, 
of  the  ordinary  dwelling  units  in  1947  had  in¬ 
stalled  cooking  facilities.  The  urban  areas  had 
98  percent,  rural-nonf arm  areas  94  percent,  and 
in  the  rural-farm  areas  92  percent  of  the  dwell¬ 
ing  units  had  installed  cooking  facilities. 

The  survey  indicated  that  about  2  out  of 
every  3  dwelling  units  in  the  Nation  had  all  of 
the  following  designated  facilities:  Electric 
lighting  and  running  water;  and  flush  toilet, 
bathtub  or  shower,  ana  installed  cooking  facili¬ 
ties  for  exclusive  use  of  unit’s  occupants.  The 
highest  proportion  of  dwelling  units  having  all 
designated  facilities  was  in  urban  areas,  about 
83  percent,  while  the  rural-nonfarm  and  rural- 
farm  areas  had  54  percent  and  19  percent, 
respectively. 

SIZE  OF  HOUSEHOLD  AND  LEVELLING  UNITS 

Almost  one-fourth  of  the  dwelling  units  in 
the  United  States  contained  5  or  more  persons 
in  1947.  Households  of  this  size  group  repre¬ 
sented  about  21  percent  of  the  occupied  dwelling 
units  in  urban  areas,  about  the  same  (23  per¬ 
cent)  in  rural-nonfarm  areas,  and  32  percent 
in  rural-farm  areas.  Of  all  of  the  households 
in  the  Nation,  one-person  households  accounted 
for  about  7  percent  of  the  total,  2-person 
households,  for  27  percent,  3-person  house¬ 
holds,  for  23  percent,  and  4-person  housenolds, 
for  19  percent. 

The  size  of  a  household  is  defined  as  the 
number  of  persons  who  live  in  an  occupied  dwell¬ 
ing  unit.  The  figures  include  not  only  related 
family  members  but  also  lodgers,  servants,  and 
other  unrelated  persons  who  regularly  live  in 
the  unit. 

Dwelling  units  in  1947  contained  about  the 
same  number  of  rooms  as  those  in  1940.  The 
median  number  of  rooms  in  1947  was  about  4.8  and 
in  1940  it  was  4.7.  In  the  United  States,  4-  and 
5-room  dwelling  units  represented  42  percent  of 
all  dwelling  units,  while  35  percent  of  the 
dwelling  units  had  more  than  5  rooms  and  23  per¬ 
cent  had  fewer  than  4  rooms.  In  urban  areas  42 
percent  of  the  dwelling  units  were  in  the  4-  and 
5-room  groups,  in  rural-nonfarm  areas  about  the 
same  proportion  (44  percent)  were  in  this  group 
while  in  rural-farm  areas  only  37  percent  were 
4-  and  5-room  dwelling  units.  The  number. of 
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rooms  includes  all  rooms  available  for  use 
throughout  the  year.  Bathrooms,  closets,  halls, 
screened  porches,  and  unfinished  rooms  in  the 
basement  or  attic  were  not  counted  as  rooms. 

The  survey  indicated  that  the  extent  of  over¬ 
crowding,  as  measured  by  the  proportion  of 
dwelling  units  with  more  than  1  1/2  persons  per 
room  was  approximately  6  percent,  or  about 
2,400,000  occupied  dwelling  units,  in  1947.  In 
1940,  9  percent,  or  3,100,000  of  the  occupied  ^ 

dwelling  units  contained  more  than  1  1/2  per¬ 
sons  per  room.  In  the  rural-farm  areas  the  • 

rate  declined  from  16  percent  in  1940  to  about 
10  percent  in  1947-  In  urban  areas,  about  t 

4  percent  of  the  occupied  dwelling  units  con¬ 
tained  more  than  11/2  persons  per  room  while 
in  the  rural-nonfarm  areas  this  proportion  was 
8  percent.  Comparable  figures  for  1940  were 
6  percent  and  11  percent,  respectively. 

About  6  percent  of  the  ordinary  occupied 
dwelling  units  in  1947  contained  one  or  more 
husband-wif e  subfamilies.  This  proportion  was 
about  the  same  in  ell  three  urban-rural  resi¬ 
dence  groups. 

MONTHLY  RENT 

The  median  rent  for  tenant-occupied  dwelling 
units  in  1947  was  about  §29-33  in  the  total  of 
the  urban  and  rural-nonfarm  areas;  §31.64  in 
urban  areas,  and  §18.62  in  rural-nonfarm  (ta¬ 
ble  22).  Approximately  4,100,000  of  the  tenant- 
occupied  urban  end  rural-nonferm  dwelling  units 
had  rents  of  less  than  §20  per  month.  Monthly 
rents  of  §50  or  more  were  reported  for  1,900,000 
of  the  15,300,000  reporting  units,  or  approxi¬ 
mately  1  in  every  8  units.  The  rental  data  pre¬ 
sented  in  this  report  are  not  comparable  with 
the  figures  on  changes  in  rent  obtained  by  the 
Bureau  of  Labor  Statistics  for  its  consumers' 
price  index,  for  reasons  given  below  in  the 
section  on  Comparability  of  rental  data. 

VETERAN  HOUSEHOLDS 

About  27  percent  of  the  occupied  dwelling  I 

units  were  reported  as  containing  a  veteran 
household  (that  is,  households  in  ’which  the  head 
or  a  relative  of  the  head  was  a  veteran  of  World  ^ 

War  II).  About  14  percent  of  the  dwelling  units 
occupied  by  veteran  households  contained  one  or 
more  husband-wife  subfamilies  as  compared  with 
only  4  percent  of  the  nonveteran  households.  The 
condition  and  facilities  of  the  dwelling  units 
occupied  by  these  veteran  and  nonveteran  house¬ 
holds  were  about  the  same.  However,  while  the 
median  number  of  rooms  of  dwelling  units  occu¬ 
pied  by  veteran  households  was  about  the  same  as 
that  for  nonveteran  households,  the  median  num- 


ber  of  persons  in  veteran  households  was  3*6  as 
compared  with  3*0  for  nonveteran  households. 

VACANCY 

Of  the  total  dwelling  units  in  the  United 
States  only  about  327,000,  or  0.8  percent,  were 
habitable  nonseasonal  vacant  units  offered  for 
rent  and  112,000,  or  0.3  percent,  were  habitable 
nonseasonal  vacant  units  offered  for  sale  only. 
In  urban  areas  only  about  87,000,  or  0.4  percent, 
were  habitable  nonseasonal  vacant  units  offered 
for  rent  while  in  rural-nonf arm  areas  about  the 
same  situation  existed  (79,000,  or  0.8  percent, 
were  offered  for  rent)  and  in  rural-farm  areas 
161,000,  or  2.1  percent,  were  in  this  category. 
The  vacant  habitable  nonseasonal  dwelling  units 
reported  for  sale  were  about  the  same  for  each 
urban-rural  residence  group  as  for  the  Nation 
as  a  whole. 

Including  turnover  vacancies  (those  already 
rented  or  sold  but  not  yet  occupied),  and  those 
being  held  off  the  market  for  various  reasons, 
the  total  habitable  nonseasonal  vacancy  rate 
was  approximately  2.5  percent  (about  1,000,000 
such  units)  for  the  Nation.  In  urban  areas,  the 
proportion  was  even  smaller,  1.4  percent.  On  the 
other  hand,  the  rate  in  rural-nonfarm  areas  was 
3.1  percent  and  in  rural-farm  areas  5*0  percent. 

In  additior  to  the  habitable  nonseasonal 
vacant  units  an  additional  330,000,  or  about 
0.8  percent,  were  not  habitable  and  1,087,000, 
or  2.6  percent,  were  vacant  seasonal  units.  Thus 
the  gross  vacancy  rate  for  the  Nation  was  approx¬ 
imately  5-9  percent.  In  urban  areas,  this  rate 
was  2.1  percent,  while  in  rural-nonfarm  areas 
and  rural-farm  areas  the  rates  were  about  the 
same  (11.4  and  10.9  percent,  respectively). 

DEFINITIONS,  EXPLANATIONS,  AND  TECHNICAL  NOTES 

Arrangement  of  tables. — The  summary  tables  at 
the  end  of  this  report  present  further  details 
for  1947  on  the  housing  characteristics  of 
the  United  States  and  the  four  major  regions. 
Table  1  presents  data  on  occupancy  and  vacancy 
status  for  total  dwelling  units  in  the  United 
States  by  urban-rural  areas.  The  characteristics 
are  shown  for  ordinary  dwelling  units  rather 
than  for  all  dwelling  units  in  all  of  the  re¬ 
maining  tables.  Tables  4  to  15  present  charac¬ 
teristics  of  all  ordinary  dwelling  units  by 
tenure  for  the  United  States,  urban  and  rural, 
and  similar  data,  not  by  tenure,  for  the  four 
major  regions.  Tables  2,  3,  and  16  to  21  con¬ 
tain  characteristics  of  occupied  ordinary  dwell¬ 
ing  units.  Table  22  presents  data  on  contract 
monthly  rent  for  tenant-occupied  urban  and  rural- 
nonfarm  dwelling  units  only  for  the  United 


States  and  the  four  major  regions.  Table  23 
presents  revised  data  on  occupancy  and  vacancy 
status  in  the  United  States,  by  urban-rural 
areas  for  November,  1945*  This  table  contains 
revisions  of  the  data  on  rural-nonfarm  and  rural- 
farm  vacancies  which  supersedes  the  1945  data 
published  in  Series  11-46,  No.  2. 

Urban  and  rural  areas. — The  housing  statis¬ 
tics  are  presented  separately  for  the  urban, 
rural-nonfarm,  and  rural-farm  areas  in  the  fol¬ 
lowing  tables.  The  urban  and  rural  areas  are 
,  those  that  were  classified  as  urban  or  rural  in 
1940  on  the  basis  of  the  results  of  the  1940 
census,  in  general,  taking  into  account  annexa¬ 
tions  to  such  urban  places  that  have  occurred 
since  1940.  The  urban  area  is  made  up  in  gen¬ 
eral  of  cities  and  other  incorporated  places 
having  2,500  inhabitants  or  more,  and  all  terri¬ 
tory  outside  these  places  is  classified  as  rural. 

The  classification  of  rural  population  by 
farm  and  nonfarm  residence  is  based  on  the  resi¬ 
dence  at  the  time  of  enumeration  in  1947.  Thus, 
the  1947  rural-farm  population  is  the  population 
living  on  farms  in  1947  in  areas  that  were  clas¬ 
sified  as  rural. 

Rural-nonfarm  dwelling  units  are  those  lo¬ 
cated  outside  the  boundaries  of  urban  places  but 
not  on  farms.  This  group  is  composed  of  dwelling 
units  in  a  wide  variety  of  locations,  ranging 
from  isolated  nonfarm  homes  in  the  open  country 
to  homes  in  small  unincorporated  areas  adjacent 
to  a  large  city. 

Rural-farm  dwelling  units  are  those  located 
on  farms  outside  urban  places.  Dwelling  units 
on  farms  within  the  boundaries  of  urban  pieces 
are  included  in  the  totals  for  urban  places.  In 
1940  rural-farm  dwelling  units  represented  about 
99  percent  of  all  farm  dwelling  units. 

Dwelling  units .--In  general,  in  the  April, 
1947,  survey  a  dwelling  unit  is  defined  as  a 
.  house  or  a  group  of  rooms  or  a  single  room  oc¬ 
cupied  or  intended  for  occupancy  as  separate 
living  quarters  by  a  family  or  other  group  of 
persons  living  together  or  by  a  person  living 
alone.  A  group  of  rooms  (occupied  or  intended 
for  occupancy  by  a  family  or  other  group  of  per¬ 
sons  living  together  or  a  person  living  alone) 
is  considered  a  dwelling  unit  provided  it  has 
separate  cooking  facilities  or  a  separate  en¬ 
trance.  A  single  room  (occupied  or  intended  for 
occupancy  by  a  family  or  other  group  of  persons 
living  together  or  a  person  living  alone)  is 
considered  a  dwelling  unit  provided  it  has 
separate  cooking  facilities  or  provided  it  has 
a  separate  entrance  and  a  private  bath  or  pro¬ 
vided  it  has  a  separate  entrance  and  is  rented 
unfurnished . 


In  the  1940  census  a  dwelling  unit  was  de¬ 
fined  as  the  living  quarters  occupied  or  intended 
for  occupancy  by  one  household.  A  household  is 
a  family  or  any  other  group  of  persons  living 
together  with  common  housekeeping  arrangements . 
V.'hile  there  is  no  basic  difference  between  the 
definitions  used  in  1940  and  1947,  the  defini¬ 
tion  of  1947  is  more  specific.  Because  of  the 
differences  in  the  definitions  used  in  1940  and 
1947  living  quarters  may  have  been  classified  as 
separate  dwelling  units  on  one  date  and  not  on 
the  other. 

Enumerators  in  April,  1947,  were  supplied 
with  lists  which  specified  the  living  quarters 
that  were  to  be  included  in  their  enumeration. 
These  lists  were  prepared  without  detailed  con¬ 
sideration  of  the  characteristics  of  the  living 
quarters  or  of  the  occupants  of  the  quarters. 
It  was  assumed  that  the  separate  dwelling  units 
would  be  designated  on  the  basis  of  the  more  de¬ 
tailed  information  obtained  during  the  enumera¬ 
tion.  In  some  cases  the  enumerators  might  have 
been  unduly  influenced  by  the  dwelling  unit  de¬ 
termination  of  the  lister  and  might  not  have 
revised  the  designation  when  it  was  incorrect. 

The  lists  furnished  the  enumerators  in  April, 
19h7,  included  vacant  places  that  were  in  seri¬ 
ous  disrepair.  The'  enumerators  included  these 
places  in  their  canvass  and  reported  whether 
each  vacant  place  was  ’’uninhabi  table , "  "in  need 
of  major  repairs"  or  "in  good  condition  or  in 
need  of  minor  repairs."  The  total  of  all  dwell¬ 
ing  units  in  1947  shown  in  the  various  tables  of 
this  report  include  A74,000  dwelling  units  which 
were  uninhabitahle  vacant  units.  Of  this  group 
230,000  were  reported  to  be  uninhabitable  by  the 
enumerators  and  244,000  were  reported  as  in  need 
of  major  repairs  but  were  in  neighborhoods  where 
units  in  similar  condition  were  not  being  occu¬ 
pied.  The  enumerators  in  the  1940  census  had 
been  instructed  to  omit  any  vacant  units  which 
were  uninhabitable.  Thus,  it  is  probable  that 
some  portion  of  the  230,000  dwelling  units  which 
were  reported  as  vacant  and  uninhabitable  in 
1947  would  not  be  included  in  the  total  if  the 
1940  procedure  had  been  followed. 

Dwelling  units  were  classified  by  type  as 
"ordinary  dwelling  units"  and  "other  dwelling 
places."  "Other  dwelling  places"  include  dwell¬ 
ing  units  in  trailers,  tourist  cabins,  shacks, 
river  boats,  barns,  sheds,  railroad  cars,  ware¬ 
houses,  and  the  like.  "Ordinary  dwelling  units" 
include  all  remaining  types  of  dwelling  units. 
The  characteristics  of  all  dwelling  units  in 
1940  are  based  on  totals  which  include  occupied 
dwelling  units  in  other  dwelling  places.  Since 
the  statistics  relating  to  the  various  housing 
characteristics  in  April,  1947,  were  obtained 
for  only  the  "ordinary  dwelling  units,"  the 
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group  of  122,000  occupied  dwelling  units  in 
other  dwelling  places  hes  been  omitted  from  most 
of  the  1947  statistics  presented  in  this  report. 
Living  quarters  in  hotels,  dormitories,  rooming 
houses  with  10  or  more  rooms  rented  or  for 
rent,  institutions,  Jails,  hospitals,  military 
or  labor  camps,  etc.,  are  not  included  in  the 
1947  statistics  in  this  report. 

Occupancy  and  tenure.  —  Ordinary  dwelling  units 
are  classified  according  to  occupancy  as  "oc¬ 
cupied,"  "occupied  by  nonresident,"  or  "unoccu¬ 
pied."  To  be  classified  as  "occupied"  a  dwelling 
unit  must  be  inhabited  by  persons  who  make  it 
their  usual  place  of  residence.  If,  at  the  time 
of  the  enumeration,  a  dwelling  unit  was  occupied 
solely  by  persons  whose  usual  place  of  residence 
was  elsewhere,  it  was  classified  as  "occupied  by 
nonresident."  The  category  "unoccupied"  includes 
seasonal  as  well  as  nonseasonal  vacancies. 

Occupied  dwelling  units  are  further  classi¬ 
fied  by  tenure  as  "owner-occupied"  and  "tenant- 
occuoied."  An  "owner-occupied"  dwelling  unit  is 
one  owned  by  the  head  of  the  household  or  a 
member  of  his  family  who  is  living  in  the  dwell¬ 
ing  unit  or  temporarily  absent  from  it.  All 
other  occupied  dwelling  units  are  classified  as 
"tenant-occupied . " 

Unoccupied  dwelling  units  are  classified  as 
seasonal  or  nonseasonal  on  the  basis  of  intended 
occupancy.  "Konseasonal"  includes  units  which 
are  not  intended  for  occupancy  on  a  seasonal 
basis.  A  dwelling  unit  located  in  the  closely 
built  up  areas  of  most  cities  is  considered  non¬ 
seasonal  even  though  it  is  used  on  a  seasonal 
basis  by  its  occupants.  "Seasonal"  includes  all 
units  intended  for  occupancy  during  only  a  por¬ 
tion  of  the  year.  Although  seasonal  dwellings 
are  found  primarily  in  rt sort  areas,  certain 
dwelling  units  in  rural  areas  used  only  for  a 
portion  of  the  year  to  house  migratory  workers 
are  included  as  "seasonal." 

Unoccupied  or  vacant  nonseasonal  dwelling 
units  are  classified  as  habitable  or  not  habit¬ 
able.  The  category  "not  habitable"  includes 
not  only  units  reported  by  the  enumerator  as 
uninhabitable  but  also  units  in  need  of  major 
repairs  where  similar  units  in  the  same  neighbor¬ 
hood  are  not  occupied.  Vacant,  habitable  units 
are  further  classified  as  "offered  for  rent"; 
"rented,  not  yet  occupied";  "for  sale  only"; 
"sold,  not  yet  occupied";  and  "other."  A  va¬ 
cant  dwelling  unit  offered  both  for  sale  and  for 
rent  is  classified  as  "offered  for  rent."  The 
category  "other"  includes  dwelling  units  being 
held  to  settle  an  estate,  awaiting  demolition, 
being  held  for  absent  households,  end  the  like. 

Vacant  dwelling  units  under  construction  or 
undergoing  repairs  or  alterations  are  included 
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in  the  categories  "for  rent,"  "rented,  not  yet 
occupied,"  "for  sale  only,"  or  "sold,  not  yet 
occupied"  if  the  vacant  unit  would  be  ready  for 
occupancy  within  one  month  of  the  survey  date. 

Color  of  occupants . --The  color  of  occupants 
is  determined  according  to  the  race  of  the  head 
of  the  household.  "Nonwhite"  includes  Negroes, 
Indians,  Chinese,  Japanese,  and  other  nonwhite 
races . 

State  of  re  pair. --Dwelling  units  reported  as 
"in  need  of  major  repairs"  include  those  dwell¬ 
ing  units  which  require  major  repair  or  replace¬ 
ment  of  floors,  roof,  plaster,  walls,  foundation, 
or  other  major  structural  components.  A  repair 
is  major  when  its  neglect  seriously  impairs  the 
soundness  of  the  structure  and  creates  a  hazard 
to  its  safety  as  a  place  of  residence  or  if  the 
repair  has  been  neglected  so  long  that  the 
structure  is  already  unsound. 

Dwelling  units  reported  as  "in  good  condition 
or  in  need  of  minor  repairs"  include  those  which 
require  no  structural  repairs  or  only  such 
work  as  papering,  painting,  general  maintenance, 
stopping  of  small  leaks,  pointing  up  of  masonry, 
or  similar  work. 

There  was  no  material  difference  between  the 
definition  of  major  repairs  in  1940  and  1947. 
The  enumerators  were  instructed  to  base  their 
reoort  on  their  observation  of  the  condition  of 
the  dwelling  unit  and  not  on  the  respondent’s 
opinion.  Thus,  changes  between  1940  and  1947 
may  be  affected  by  the  enumeration  procedure  and 
by  the  judgment  of  the  enumerators. 

In  1940,  the  enumeration  schedule  provided 
space  for  the  enumerator  to  report  whether  or 
not  the  dwelling  unit  "needed  major  repairs," 
while  in  1947  space  was  provided  to  indicate 
'whether  the  dwelling  unit  was  "in  need  of  major 
repairs"  or  "in  good  condition  or  in  need  of 
minor  repairs."  This  difference  in  schedule 
design  may  have  resulted  in  a  decrease  in  the 
number  of  units  reported  as  "in  need  of  major 
repairs." 

Installed  cooking  facilities . --By  "installed 
cooking  facilities"  is  meant  some t sing  more  sub¬ 
stantial  than  a  one-  or  two-burner  hot  plate  or 
other  electrical  appliance  such  as  a  toaster  or 
percolator;  stoves  either  standing  on  the  floor 
or  built  into  a  cabinet  are  regarded  as  installed 
cooking  facilities.  Statistics  on  number  of 
dwell inn  units  without  installed  cooking  facili¬ 
ties  in  1947  are  not  comparable  with  the  figures 
on  number  of  dwelling  units  with  no  cooking  fuel 
in  1940,  since  the  1940  number  is  limited  to 
those  units  that  had  no  installed  cooking  equip¬ 
ment  of  any  type. 
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Electric  lighting. — "Electric  lighting"  in¬ 
cludes  lights  that  are  wired  to  a  power  line  or 
a  home  plant  even  though  service  may'  be  tempor¬ 
arily  suspended. 

Central  heating. — "Central  heating"  is  heat¬ 
ing  from  a  steam,  hot  water,  or  hot  air  system, 
piped  to  the  rooms  in  the  dwelling  unit  from  a 
furnace  or  central  boiler  or  furnished  by  a 
pipeless  hot  air  system.  There  was  no  material 
difference  between  the  definition  of  central 
heating  in  1940  and  1947.  In  1940  the  enumera¬ 
tion  schedule  provided  space  for  the  enumerator 
to  report  whether  the  dwelling  unit  had  "steam 
or  hot  water  system,"  "piped  warm  air  system," 
"pipeless  warm  air  furnace,"  "heating  stove,"  or 
"other  or  none."  Dwelling  units  with  any  of  the 
first  three  types  were  classified  as  "with  cen¬ 
tral  heating."  In  1947  the  schedule  provided 
space  to  report  whether  or  not  the  dwelling  unit 
had  central  heating.  This  difference  in  sched¬ 
ule  design  may  have  resulted  in  some  difference 
in  the  enumerators’  reports. 

Designated  facilities. --The  classification  of 
ordinary  dwelling  units  according  to  designated 
facilities  is  based  on  whether  or  not  they 
had  all  of  the  following  facilities:  Electric 
lighting  and  running  water;  and  flush  toilet, 
bathtub  or  shower,  and  installed  cooking  facili¬ 
ties  for  exclusive  use  of  the  unit’s  occupants. 

Humber  of  rooms. --All  rooms  used  or  available 
for  use  as  living  quarters  are  included  in  the 
count  of  rooms.  Bathrooms,  strip  or  pullman 
kitchens,  halls,  foyers,  pantries,  laundries, 
unfinished  rooms,  basement  or  attic  rooms  not 
intended  for  living  quarters,  and  rooms  used  for 
office  or  business  purposes  are  not  included. 
However,  rooms  used  for  office  purposes  by  a 
person  living  in  the  dwelling  unit,  such  as  a 
doctor,  lawyer,  or  dentist  are  included  in  the 
count  of  rooms.  ' 

The  definition  of  number  of  rooms  was  sub¬ 
stantially  the  same  in  1940  and  1947*  No  men¬ 
tion  was  made  of  half-rooms  in  the  instructions 
for  1940  but  in  1947  the  enumerator  was  instruct¬ 
ed  to  report  a  dinette,  kitchenette,  breakfast 
room,  or  dressing  room  as  a  half  room.  Dwelling 
units  reported  to  contain  1  1/2  or  2  1/2  rooms 
in  1947  are  included  in  the  statistics  as  two- 
room  units.  The  half-room  was  dropped  from  the 
reported  number  of  rooms  for  3  1/2-  and  4  1/2- 
room  units  and  larger  units  with  reported  num¬ 
ber  of  rooms  ending  in  l/2-room. 

Number  of  persons. — All  persons  enumerated  as 
members  of  the  household  (including  lodgers, 
servants,  and  other  unrelated  persons  having  no 


other  usual  place  of  residence)  are  counted  in 
determining  the  nunoer  of  persons  who  occupied 
each  dwelling  unit.  Students  away  from  home  at 
school  and  other  members  temporarily  absent  are 
included  as  members  of  the  household. 

Persons  per  room. — The  numoer  of  persons  per 
room,  used  as  an  index  of  crowding,  was  obtained 
by  dividing  the  number  of  persons  in  the  house¬ 
hold.  by  the  number  of  rooms  in  the  dwelling 
unit.  This  computation  was  made  for  each  occu¬ 
pied  dwelling  unit,  after  rounding  the  reported 
number  of  rooms  in  1947  bo  a  full  number  ( see 
the  section  on  Humber  of  rooms) . 
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Monthly  rent. --The  rent  shown  for  tenant- 
occupied  units  . is  that  actually  paid.  If,  how¬ 
ever,  no  money  rent  was  paid,  as  in  the  case  of 
a  doctor,  minister,  teacher,  or  farm  tenant  who 
receives  the  use  of  the  house  es  part  of  his 
wages,  the  monthly  rent  was  based  on  the  monthly 
rent  paid  for  similar  dwelling  units  in  the 
neighborhood . 

Veteran  and  nonveteran  households  .--’’Veteran 
households'1  are  those  in  which  the  head  of  the 
household  or  some  member  of  the  household  re¬ 
lated  to  the  head  is  a  veteran  of  V'orld'War  II. 

A  household  in  which  the  only  veteran  is  a 
lodger  Or  other  nonrelative  of  the  head  is 
classified  as  a  nonveteran  household.  Further, 
the  figures  on  dwelling  units  occupied  by  vet¬ 
eran  and  nonveteran  households  relate  to  those 
in  ordinary  dwelling  units  only  and  exclude 
those  in  rooms  in  hotels,  institutions,  and 
"other  dwelling  places"  such  as  trailers,  tour-, 
ist  cabins,  and  boats. 

There  is  evidence  that  in  the  survey,  veter¬ 
ans  of  V/orld  War  II  were  underrepresented  in  the 
sample  relative  to  nonveterans  and  that  some 
veterans  were  misreported  as  nonveterans.  It  is 
not  certain,  therefore,  that  veteran  households 
identified  as  such  in  the  survey  adequately  rep¬ 
resent  all  veteran  households. 

These  statistics  are  not  strictly  comparable 
with  those  presented  in  the  H-Vet  reports  of  the 
Bureau  of  the  Census  since  dwelling  units  in 
which  the  only  veteran  is  a  nonrelative  of  the 
household  head  are  included  as  dwelling  units 
occupied  by  veteran  households  in  those  reports. 
Also,  in  H-Vet  reports  occupied  dwelling  units 
containing  doubled-up  families  include  dwelling 
units  which  contain  married  women  (other  than 
household  head)  whose  husbands  are  absent. 

"Husband-wife"  subfamilies. — A  husband-wife 
subfamily  is  a  married  couple,  with  or  without 
children,  living  in  an  ordinary  dwelling  unit 
but  not  including  the  head  of  the  household. 


The  married  couple  is  generally  related  to  the 
head  of  the  household,  but  in  some  cases  it  is  a 
group  of  lodgers,  servants,  or  other  nonrelatives 
of  the  head.  Married  couples  living  In  large 
lodginghouses,  dormitories,  transient  hotels, 
etc.,  are  not  occupants  of  ordinary  dwelling 
units  and  consequently  ere  not  counted  as  sub¬ 
families  . 

Comparability  of  rental  data. --The  rental 
data  presented  in  this  report  are  not  comparable 
with  the  figures  on  changes  in  rent  obtained  by 
the  Bureau  of  Labor  Statistics  for  its  consumers’ 
price  index.  The  data  compiled  by  the  Bureau 
of  Labor  Statistics  represent  changes  in  rent 
charged  for  identical  qualities  of  housing— 
essentially  rents  for  identical  units  with  iden¬ 
tical  services  and  facilities.  The  deta  in  this 
release,  on  the  other  hand,  reflect  any  changes 
in  the  size  and  type  of  rented  units,  the  rent 
level  of  new  housing  and  other  units  coming  on 
the  rental  market  for  the  first  time,  and  possi¬ 
bly  also  a  trend  toward  more  frequent  inclusion 
in  rent  of  charges  for  furniture  and  utilities. 
Furthermore,  the  comparisons  between  1940  and 
1947  shown  in  this  release  may  be  affected  by 
changes  in  vacancy  rates  among  units  in  various 
rental  groups  and  also  by  shifts  of  units  to 
owner-occupancy  status. 

The  statistics  presented  in  this  report  make 
it  clear  that  the  rental  figures  for  1940  and 
for  1947  do  not  pertain  to  the  same  group  of 
units,  since  there  took  place  between  those 
years  a  considerable  shift  in  the  groups  of  oc¬ 
cupied  dwelling  units  to  which  the  rental  data 
pertain . 

Source  and  reliability  of  the  estimates . --The 
1947  estimates  presented  in  this  report  are 
based  on  data  obtained  in  connection  with  the 
Census  -Bureau’ s  Survey  of  Population,  Labor 
Force,  and  Housing  conducted  in  April,  1947. 
This  survey  consisted  of  about  30,000  households 
located  in  148  sample  areas  in  44  States  and  the 
District  of  Columbia,  each  area  comprising  1  or 
more  counties  or  parts  of  counties. 

Data  for  1940  are  presented  in  some  of  the 
tables  of  this  report.  These  data  were  obtained 
in  the  Census  of  Housing  of  1940  and  are  pre¬ 
sented  in  part  1  of  Volume  II  of  the  Sixteenth 
Decennial  Census  Reports  on  Housing. 

Since  the  1947  estimates  are  based  on  a 
sample  survey,  they  are  subject  to  sampling 
variability.  The  following  table  presents  the 
approximate  sampling  errors  of  estimates  of  se¬ 
lected  sizes  for  April,  1947,  for  the  United 
States  and  its  urban-rural  residence  groups. 
Estimates  by  region  are  subject  to  somewhat 
greater  errors  due  to  sampling  variability. 


Size  of 
estimate 

The  chances  are  about  19  out  of  20 
that  the  difference  between  the 
estimate  and  the  figure  which 
would  have  been  obtained  from  a 
complete  census  is  less  than: 

50,000 . 

39,000 

100,000 . 

54,000 

300,000 . 

94,000 

500,000 . 

120,000 

1,000,000 . 

170,000 

3,000,000 . 

290,000 

5,000,000 . 

380,000 

10,000,000 . 

530,000 

20,000,000 . 

750,000 

40,000,000 . 

1,050,000 

xhe  reliability  ol'  an  estimated  percentage 
depends  upon  both  the  size  of  the  percentage  and 
the  size  of  the  total  on  which  it  is  based, 
ihe  following  table  presents  the  approximate 
sampling  errors  of  estimated  percentages  of 
selected  sizes  based  on  the  total  number  of  or¬ 
dinary  occupied  dwelling  units  or  total  dwelling 
units  in  April,  1947. 


Estimated 

percentage 

The  chances  are  about  19  out  of  20 
that  the  difference  between  the 
estimated  percentage  and  the 
percentage  which  would  have  been 
obtained  from  a  complete  census 
is  less  than: 

2 . 

0.4 

0.6 

0.8 

1.2 

1.3 

1.2 

0.8 

0.6 

0.4 

5 . 

10 . 

30 . 

50 . 

70 . 

90 . 

95 . 

98 . 

The  estimates  of  sampling  error  shown  in  the 
above  tables  ere  not  directly  applicable,  to 
differences  obtained  by  subtracting  one  published 
figure  from  another.  The  error  due  to  sampling 
variability  in  an  observed  difference  depends  on 
the  sampling  variability  of  each  of  the  esti¬ 
mates  and  the  correlation  between  them. 

The  reliability  of  an  estimated  median  de¬ 
pends  upon  the  *bize  and  the  form  of  the  distri¬ 
bution  on  which  it  is  basea.  For  example,  the 
estimated  median  rent  of  tenant-occupied  ordi¬ 
nary  dwelling  units  in  April,  1947,  was  £29.33, 
and  the  chances  are  about  19  out  of  20  that  a 
complete  census  would  hove  yielded  a  figure  be¬ 
tween  £28.43  and  430.26. 

In  addition  to  sampling  variation,  the  esti¬ 
mates  are  subject  to  biases  due  to  errors  of 
response  and  to  nonreporting,  out  the  possibil¬ 
ity  of  such  errors  is  not  included  in  the  above 
measures  of  reliability,  since  a  complete  census 
v;ould  be  similarly  affected. 

Comparisons  of  1947  end  1940  figures  are  sub¬ 
ject  to  sampling  variability.  Since  sampling 


variability  is  not  present  in  a  complete  enumer¬ 
ation,  the  sampling  erroi*  'of  a  net  change  from 
1940  to  1947  depends''  only  upon  the  sampling 
error  of  the  1947  e'stihate.  For  example,  in 
1940  the  census  showed  i 5, 196, 000  owner-occupied 
units  in  the  United  States,  while  the  1947  sam¬ 
ple  survey  showed  about  21  ,'347 , 000 ,  an  increase- 
of  6,151,000  units.  Since  the  chances  are  about 
19  out  of  20  that  a  complete  enumeration  in  1947 
would  have  shown  a  figure  not  more  than  800,000 
greater  or  less  then  that  obtained  in  the  sample 
study,  the  indicated  increase  between  1940  and 
1947  can  be  regarded  as  significant.  .  The  com¬ 
parability  of  these  figures  is  also  affected  by 
minor  changes  in  the  definition  of  some  of  the 
housing  characteristics  and  by  possible  differ¬ 
ences  in  the  applications  of  the  definitions  by 
the  enumerators .  These  changes  and  differences 
are  explained  in  the  sections  relating  to  these 
separate  items. 

Statistics  similar  to  those  obtained,  in  April, 
1947,  on  the  characteristics  of  housing  were 
obtained  by  the  Bureau  of  the  Census  in  October, 
1944,  and  in  November,  1945,  in  conjunction  with 
the  enumeration  for  its  Current  Population  Sur¬ 
vey.  The  Current  Population  Survey  is  a  sample 
survey  which  is  conducted  each  month  in  order  to 
obtain  information  on  labor  supply,  employment, 
and  other  characteristics  of  the  population.  The 
sample  is  distributed  in  68  areas  i-n  42  States 
and  the  District  of  Columbia,  each  area  compris¬ 
ing  one  or  more  counties.  About  20,-000  house¬ 
holds  were  surveyed  in  November,  1945,  and  about 
30,000  in  October,  1944.’  The  results  of  these 
earlier  housing  surveys  are  presented  in  the 
releases,  Series  N-45,  No.  2  and  Series  H-46, 
Ho.  1  and  Ho.  2.  For  statements  on  the  relia¬ 
bility  of  1944  and  1945  estimates,  see  these 
releases . 

Comparisons  of  1944,  1945,  and  1947  estimates 
are  influenced  by  the  fact  that  all  of  these 
figures  are  subject  to  errors  due  to  sampling 
variability.  These  sample  surveys  of  the  housing 
situation  have  been  designed  primarily  to  re¬ 
flect  the  condition  of  the  housing  inventory  as 
of  a  given  date  rather  than  to  measure  net 
changes  occurring  between  two  closely  adjacent 
points  in  time.  while  it  is  possible  to  use  the 
studies  to  measure  the  approximate  order  of  mag¬ 
nitude  of  significant  changes  over  time,  errors 
due  to  sampling  variability  are  such  that  the 
figures  may  not  satisfactorily  .measure  small 
changes.  For  example,  the  sample  housing  survey 
conducted  by  the  Census  3ureau  in  October,  1944, 
estimated  the  number  of  occupied  urban  end  rural- 
nonfarm  dwelling  units  to  .be  about  30,750,000 
and  the  chences  are  about  19  out  of  20  that  the 
result  which  would  have  been  'obtained  from  a 
complete  census  using  the  same  schedules,  in- 
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structions,  and  enumerators  is  between  30, 050, COO 
and  31,450,000,  a  deviation  of  about  2  percent. 
The  survey  conducted  in  Kovember,  1945,  using 
the  sane  sample  design  in  the  same  66  sample 
areas  as  in  October,  1944,  estimated  the  number 
of  occupied  urban  and  rural-nonfarm  dwelling 
units  to  be  about  31,300,000;  the  chances  are 
about  19  out  of  20  that  the  result  which  would 
have  been  obtained  from  a  complete  census  is 
between  30,500,000  and  32,100,000,  a  deviation 
of  only  about  3  percent.  While  a  comparison  of 
the  sample  survey  results  would  indicate  an 
increase  of  550,000  occupied  urban  and  rural- 
nonfarm  dwelling  units  between  the  two  studies, 
the  chances  are  about  19  out  of  20  that  because 
of  sampling  variation  the  actual  change  might 
have  been  greater  or  less  than  the  survey  results 
by  as  much  as  1,000,000  units.  In  other  words, 
due  to  sampling,  while  there  might  be  an  error 
of  only  about  2  or  3  percent  in  the  level  of  a 
given  survey  figure,  there  may  easily  be  a 
relative  variation  of  100  percent  or  more  on  the 
observed  change  between  the  figures  in  two  sur¬ 
veys  when  that  change  has  been  relatively  small. 

As  a  further  example,  the  survey  conducted 
in  Kovember,  1945,  estimated  the  total  number 
of  urban  and  rural-nonferm  dwelling  units  to 
be  about  33,340,000.  The  survey  conducted  in 
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April,  1947,  estimated  the  total  number  of  urban 

and  rural-nonfarm  dwelling  units  to  be  about 

*.  . 

34,250,000.  The  chances  are  about  19  out  of  20 
that  if  there  were  no  real  change  between  the 
two  dates  the  sample  estimates  might  differ  up 
to  1,100,000.  However,  since  the  observed  dif¬ 
ference  is  about  900,000,  a  complete  census 
on  the  two  dates  could  have  shown  a  slight 
decrease, or  an  increase  as  large  as  2,000,000. 

Furthermore,  comparisons  of  net  changes  in 
vacancy  rates  between  two  sample  survey  d'.tes 
must  be  made  with  extreme  caution,  especially 
when  the  change  is  relatively  small,  because  of 
the  possible  difference  resulting  from  sampling 
variation.  Occasionally  the  difference  may  be 
statistically  significant.  For  example,  the 
Kovember,  1945,  survey  showed  a  gross  vacancy 
rate  of  7.3  percent.  The  April,  1947,  survey 
showed  a  gross  vacancy  rate  of  5«9  percent. 
Considering  the  difference  which  might  arise 
through  sampling  variability  alone,  the  chances 
are  about  19  out  6f  20  that  if  there  were  no 
real  change  between  the  two  d  tes  the  sample 
estimates  might  differ  by  not  more  than  1.1. 
Since  the  observed  difference  is  greeter  than 
the  sampling  variation  the  direction  of  the 
change  man  be  regarded  as  significant. 
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Table  1. — VACANCY  AND  OCCUPANCY,  FOR  THE  UNITED  STATES:  APRIL,  194? 


ITEM 

United 

URBAN 

AND  RURAL-NONFARM 

Rural- 

States 

Total 

Urban 

Rural-nonfarm 

farm 

Total  dwelling  units . 

41,747,000 

34 , £4B, 000 

24,463,000 

9,785,000 

7,499,000 

All  ordinary  dwelling  units . 

41,625,000 

34,133,000 

24,430,000 

9,703,000 

7,492,000 

Occupied  by  residents . 

39,016,000 

32,354,000 

23,835,000 

8,519,000 

6,662,000 

Owner-occupied . 

21,347,000 

17,025,000 

11,547,000 

5,478,000 

4  ,322,000 

Tenant-occupied . 

17,669,000 

15,329,000 

12,288,000 

3,041,000 

2,340,000 

Occupied  by  nonresidents . 

164,000 

152,000 

87,000 

65,000 

12^000 

Unoccupied . 

2,445,000 

1,627,000 

508,000 

1,119,000 

816 ,000 

Seasonal . 

1,087,000 

839,000 

112,000 

727 ,000 

248,000 

Nonseasonal . 

1,358,000 

788,000 

396,000 

392,000 

570,000 

Habitable. . . 

1,028,000 

651,000 

352,000 

299,000 

377,000 

Rental . 

415,000 

233,000 

129,000 

104,000 

182,000 

Offered  for  rent . 

327,000 

166,000 

e7,000 

79,000 

161,000 

Rented,  not  yet  occupied . 

80,000 

67,000 

42,000 

25',  000 

21,000 

Sale . 

295,000 

242,000 

135,000 

107,000 

53,000 

For  sale  onlv . 

112,000 

94,000 

49,000 

45,000 

18,000 

Sold,  not  yet  occupied . 

183,000 

148,000 

86 ,000 

62,000 

35,000 

Other . 

318,000 

176,000 

88,000 

88,000 

142,000 

Not  habitable . 

330,000 

137,000 

44,000 

93,000 

193,000 

Other  dwelling  places . 

122,000 

115 ,000 

33,000 

82,000 

7,000 

PERCENT 

Total  dwelling  units . 

100.0 

100.0 

100.0 

100.0 

100.0 

All  ordinary  dwelling  units . 

99.7 

99.7 

99.9 

99.2 

99.9 

Occupied  by  residents . 

93.5 

94.5 

97.4 

87.1 

88.8 

Owner-occupied . 

51.1 

49.7 

47.2 

56.0 

57.6 

Tenent-occuried . 

42.3 

44.8 

50.2 

31.1 

31.2' 

Occupied  by  nonresidents . 

0.4 

0.4 

0.4 

0.7 

0.2 

Unoccupied . 

5.9 

4.8 

2.1 

11.4 

10.9 

Seasonal . 

2.6 

2.4 

0.5 

7.4 

3.3 

Nonseasonal . 

3.3 

2.3 

1.6 

4.0 

7.6 

Habitable . . . 

2.5 

1.9 

1.4 

3.1 

5.0 

Rental . 

1.0 

0.7 

0.5 

1.1 

2.4 

Offered  for  rent . 

0.8 

0.5 

0.4 

0.6 

2.1 

Rented,  not  yet  occunied . 

0.2 

0.2 

0.2 

0.3 

0.3 

Sale . . . . . 

0.7 

0.7 

0.6 

1.1 

0.7 

For  sale  onlv . 

0.3 

0.3 

0.2 

0.5 

.  0.2 

Sold,  not  yet  occupied . 

0.4 

0.4 

0.4 

0.6 

0.5 

Other . 

0.8 

0.5 

0.4 

0.9 

1.9 

Not  habitable..... . 

0.8 

0.4 

C.  2 

1.0 

2.6 

Other  dwelling  places . 

0.3 

0.3 

0.1 

0.8 

C.l 

YS*3  / 
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Table  2.— COLOR  Or  'OCCJ?«V;TS  UY  "TENURE,  FOR  THE  UNTIED  STATES 


-t-LL  ORD 

INARY’  OCCUPIED  D 

..~LLIKO  UK I 

TS,  1947 

rvLL  OCCUPIED 

rtiCD  CUKOR  OF  ClCC0xVu.*T3 

Tot  a 

L 

Cwner-occapied 

Tenant -occupied 

.J . .v_i  u.i.o, 

<iPR1L,  1940 

Number 

Percent 

Number 

Percent 

Number 

Percent 

Number 

Percent 

u:ira)  status 

- r - 

Total . 

39,016,000 

100.0 

100.0 

17,669,000 

100.0 

34,855,000 

100.0 

‘••^itC  ••  ••••*•••••••••••••••••• 

IJonv/hite . . 

35,490,000 

3,521,000 

91  Co 

c  n 

20,202,000 

94.6 

15,293,000 

2,376,000 

66*6 

31,561,000 

90 . 5 

5.4 

13.4 

3,294,000 

9.5 

URB/uT  s-j. iD  ;£  JKAL-i  i  Oi sF/xRLI 

■  -1 

Total . 

32,354,000 

100.0 

100.0 

15,329,000 

100.0 

27,748,000 

100.0 

llonwhite . r. 

29,511,000 

2,843,000 

91.2 

8.3 

16,07.1,000 

94.4 

13,440,000 

1,889,000 

87.7 

12.3 

25,459,00 0  ' 

91.8 

2,889,000 

8.2 

URBAN 

Total . 

23,835,000 

100.0 

11, 547, bOO 

12,288,000 

100.0 

20,597,000 

100.0 

White . 

21,594,000 

2,241,000 

90.6 

10,720,000 

1,562,000 

87.3 

18,869,000 

1,726,000 

91.6 

Nonwhite . 

0  •  y 

12.7 

8.4 

RURAL-NONF  uRt.1 

Tot  al ...... . . . . 

8,519,000 

100.0 

2,041,000 

100.0 

7,151,000 

100.0 

WiT'OjUUU 

White . 

7,917,000 
f,n9  nnn 

Q£  Q 

2,714,000 
327 ,000 

89.2 

6,590,000 

9f!,2 

O  1  LUO,  JW 

yo « u 

5.0 

10.8 

501,000 

7.3 

K  JiCrtK— X  .~vTVi*i 

Totul . 

6,062,000 

100.0 

2,340,000 

1C0.0 

7,107,000 

1C0.0 

R  non 

1,853,000 

487,000 

79.2 
20. E 

6,102,000 

1,005,000 

85.9 

llonwhite . 

078,000 

i  n  9 

J.  O.L  ,  uuu 

14.1 

OCCUPIED  3Y  VETERAN 
HOUSEHOLDS 

Total . 

10,543,000 

100.0 

5,195,000 

100.0 

5,348,000 

100.0 

- 

White . . 

Konwhite . 

» 

9,856,000 

687,000 

93.5 

6.5 

4,965,000 

230,000 

95.6 

4.4 

4,891,000 

457,000 

91.5 

8.5 

_ 

OCCUPI.J)  I3Y  NOirvr:.TZRAN 
HOUSEHOLDS 

• 

Total . 

28,473,000 

100.0 

16,152,000 

100.0 

12,321,000 

100.0 

_ 

White., . . . 

Nonwhite . 

25,639,000 

2,824,000 

90.0 

10.0 

15,237,000 

915,000 

94.3 

5.7 

10,402,000 

1,919,000 

e4.4 

15.5 

- 

- 

Table  3.— COLOR  OF  OCCUPANTS,  FOR  TIE  UNITED  STATES,  3Y  REGIONS 


REGION  AID  COLOR 

OF  0CCUPAIT3 

1947 

kiu  OCCUPIED 
DWELLING  UNITS, 
APRIL,  1940 

All  ordinary 
occumed  riivol  1  - 

Urban  and  rural-nonTarm 

"arm 

in^;  u i 

lits 

Total 

Urban 

Rural-nonfarm 

Rural-1 

Number 

Per¬ 

cent 

Number 

Per¬ 

cent 

Number 

Per¬ 

cent 

Number 

Per¬ 

cent 

Number 

Per¬ 

cent 

Nunber 

Per¬ 

cent 

THE  N ORTI  IEaSTERN  STATES 

Total . 

10,716,000 

100.0 

10,130,000 

100.0 

8,118,000 

100.0 

2,012,000 

100.0 

586,000 

100.0 

9,479,000 

100.0 

White . 

10,160,000 

94.8 

9,579,000 

94.6 

7,574,000 

93.3 

2,005,000 

99.7 

581,000 

99.1 

9,123,000 

96.2 

Konwhite . 

556,000 

5.2 

551,000 

5.4 

544,000 

6.7 

7,000 

0.3 

5,000 

0.9 

356 ’ 000 

3.8 

Till  NORTH  CENTRAL  STATES 

Total.  >..•«•••••»« 

12,064,000 

100.0 

9,759,000 

100.0 

7 , 446 , 000 

100.0 

2,313,000 

10C.0 

2,305,000 

100.0 

10,964,000 

1C0.0 

V/hite . 

11,543,000 

95.7 

9,252,000 

94.9 

6,975,000 

93.7 

2,277,000 

98.4 

2,291,000 

99.4 

10,566,000 

96.4 

Nonwhite . 

521,000 

4.3 

507,000 

5.2 

471,000 

6.3 

36,000 

1.6 

14,000 

0.6 

398^000 

3.6 

THE  SOOTH 

X  Ot  &1.......  ••«•••• 

11,070,000 

100.0 

8,003,000 

100.0 

5,076,000 

100.0 

2,927,000 

100.0 

3,067,000 

100.0 

10,278,000 

100.0 

uliite 

3,824,000 

79,7 

6,359,000 

79.5 

3,958,000 

78.0 

2,401,000 

82.0 

2,465,000 

80.4 

7,870,000 

76.6 

Nonwhite . 

2,246,000 

£0  *'*} 

1,644,000 

20.5 

1,118,000 

22.0 

526,000 

18.0 

602,000 

19.6 

2,408,000 

23.4 

THE  .VEST 

Total . 

5,166,000 

100.0 

4,462,000 

100.0 

3,195,000 

100.0 

1,267,000 

100.0 

704,000 

100.0 

4,134,000 

100.0 

White . 

4,968,000 

96.2 

4,321,000 

96.8 

3,087,000 

96.6 

1,234,000 

97.4 

647,000 

91.9 

4,002,000 

96.3 

Nonwh 1 1  e . 

190,000 

3.8 

141,000 

3.2 

108,000 

3.4 

33,000 

2.6 

57,000 

8.1 

’ 132^000 

3.2 

rote.— The  regions,  end  the  geographic  divirions  end  States  within  each  region,  are  shown  in  the  map  on  page  36. 
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Table  4. — 3TATE  OF  RFPAIR  AND  PLUMBING  EOUIPMENT  BY  TENURE,  FOR  ""HE  UNITED  STATES 


AREA  AND  STA'"E  OF  REPAIR  AND 
PLUMBING  EQUIPMENT 


UNITED  STATES 


Total. 


With  private  bath  and  private  flush  toilet.... 
With  private  flush  toilet,  no  private  bath.... 
With  running  water,  no  private  flush  toilet... 
No  running  water  in  dwelling  unit . 


With  private  bath  end  private  flush  toilet.., 
With  private  flush  toilet,  no  private  bath.., 
With  running  water,  no  private  flush  toilet.. 
No  running  water  in  dwelling  unit . 


In  need  of  major  repairs . 

With  private  bath  and  private  flush  toilet... 
With  private  flush  toilet,  no  private  bath.., 
With  running  water,  no  private  flush  toilet.. 
No  running  water  in  dwelling  unit . 


URBAN  AND  RURAL-NONFARM 


Total. 


With  private  bath  and  private  flush  toilet..., 
With  private  flush  toilet,  no  private  bath.... 
With  running  water,  no  private  flush  toilet... 
No  running  water  in  dwelling  unit . 


With  private  bath  and  private  flush  toilet. 
With  private  flush  toilet,  no  private  bath. 
With  running  water,  no  private  flush  toilet 
No  running  water  in  dwelling  unit . 


In  need  of  major  repairs.. . . 

With  private  bath  and  private  flush  toilet... 
With  private  flush  toilet,  no  private  bath.., 
With  running  water,  no  private  flush  toilet., 
No  running  water  in  dwelling  unit . 


URBAN 


Total. 


With  private  bath  and  private  flush  toilet.. 
With  private  flush  toilet,  no  private  bath.. 
With  running  water,  no  private  flush  toilet. 
No  running  water  in  dwelling  unit . 


In  good  condition  or  in  need  of  minor  repairs 
With  private  bath  and  private  flush  toilet.. 
With  private  flush  toilet,  no  private  bath.. 
With  running  water,  no  private  flush  toilet. 

No  running  water  in  dwelling  unit . 


In  need  of  major  repairs . 

With  private  bath  and  private  flush  toilet . 

With  private  flush  toilet,  no  private  bath . 

With  ikmning  water,  no  private  flush  toilet.... 
No  running  water  in  dwelling  unit . 


RURAL-NONFARM 


Total. 


With  private  bath  and  private  flush  toilet . 

With  private  flush  toilet,  no  private  bath . 

With  running  water,  no  private  flush  toilet.... 
No  running  water  in  dwelling  unit . 


In  good  condition  or  in  need  of  minor  repairs 

’With  private  bath  and  private  flush  toilet . 

With  private,  flush  toilet,  no  private  bath . 

With  running  wate-,  no  private  flush  toilet.... 
No  running  water  in  dwelling  unit . 


In  need  of  major  repairs . 

With  private  bath  and  private  flush  toilet.. 
With  private  flush  toilet,  no  private  bath.. 
With  running  water,  no  private  flush  toilet. 

No  running  water  in  dwelling  unit . 

-/ S031 


1947 

iING 

. 

940 

All  ordinary 
dwelling 

All 

ordinary  occupied  dwelling  units 

all  dwei 
UNITS 

units 

Totai 

Owner-occupied 

Tenant- occupied 

Number 

Per¬ 

cent 

Number 

Per¬ 

cent 

Number 

Per¬ 

cent 

Number 

Per¬ 

cent 

Number 

Per¬ 

cent 

.  41,625,000 

100.0 

39,016,000 

100.0 

21,347,00C 

100.0 

17,669,000 

100. c 

37,325,000 

100.0 

.  27,329,000 

65.7 

26,436,000 

67.8 

15, 019,00C 

7C.4 

11,417,000 

64.6 

20,573,000 

55.1 

1,633 ,00C 

3.9 

1,522,000 

3.9 

627, 00C 

2.9 

895,000 

5.] 

1,611,000 

4.3 

.  3,643,000 

8.8 

3, 432,000 

8.8 

1 ,560 ,00C 

7.3 

1,872,000 

10. e 

3,866,000 

10.4 

.  9,020,000 

21.7 

7,626,000 

19.5 

4 , 141 ,00C 

19.4 

3,485,000 

19. r 

11,275,000 

30.2 

s  37,505,000 

90.1 

35,574,000 

91.2 

20, 114.00C 

94.2 

15,460,000 

67. 5 

30,534,000 

81.8 

.  26,510,000 

63.7 

25,667,000 

65.8 

14, 777.00C 

69.2 

10,890,000 

61.6 

19,093,000 

51.2 

.  1,36 2,00C 

3.3 

1,262,000 

3.2 

554.00C 

2.6 

708,000 

4.C 

1,250,000 

3.3 

7.3 

2,863,000 

7.3 

1,387 ,00C 

6.5 

1,476,000 

8.4 

3,001,000 

8.0 

6 , 596 ,00C 

15.8 

5,782,000 

14.8 

3,396,000 

15.9 

2,386,000 

13. ; 

7,190,000 

19.3 

4,120,000 

9.9 

3,442,000 

8.8 

1,233,000 

5.8 

2,209,000 

12.5 

6,791,000 

18.2 

.  819,000 

2.0 

769,000 

2.0 

242,000 

1.1 

527,000 

3.C 

1,480,000 

4.0 

271,000 

0.7 

260,000 

0.7 

73,000 

0.3 

187,000 

1.1 

361,000 

1.0 

.  606,000 

1.5 

569,000 

1.5 

173,000 

0.8 

396,000 

2.2 

865,000 

2.3 

.  2,424,000 

5.8 

1,844,000 

4.7 

745,000 

3.5 

1,099,000 

6.2 

4,085,000 

10.9 

34,133,000 

100.0 

32,354,000 

100.0 

17,025,000 

100.0 

15,329,000 

100.0 

29,683,000 

100.0 

25,822,000 

75.7 

24  ,  980,000 

77.2 

13,7e?.,000 

ei.o 

11,198,000 

73.1 

19,763,000 

66.6 

1,527,000 

4.5 

1,424,000 

4.4 

556,0,00 

3.3 

868,000 

5.7 

1,571,000 

5.3 

2,807,000 

8.2 

2,627,000 

8.1 

991,000 

5.8 

1,636,000 

10.7 

3,354,000 

11.3 

3,977,000 

11.7 

3,323,000 

10.3 

1,696 ,000 

10.0 

1,627,000 

10.6 

4,985,000 

16.8 

31,430,000 

92.1 

29,944 ,000 

92.6 

16,260,000 

95.5 

13,6e4,000 

e9.3 

25,485 ,000 

es.9 

25,041,000 

73.4 

24,249,000 

74.9 

13,564,000 

79.7 

10,685,000 

69.7 

18,303,000 

c  r.  9 

1,264,000 

3.7 

1,172,060 

3.6 

490,000 

2.9 

682,000 

4.4 

1,216,000 

4.1 

2,302,000 

6.7 

2,151,000 

6.6 

881,000 

5.2 

1,270,000 

8.3 

2,613,000 

.  8.5 

2,823,000 

e.3 

2,372,000 

7.3 

1,325,000 

7.8 

1,047,000 

6.8 

3,293,000 

11.1 

2,703,000 

7.9 

2,410,000 

7.4 

765,000 

4.5 

1,645,000 

10.7 

4,19e,0C0 

14.1 

781,000 

2.3 

731,000 

2.3 

218,000 

1.3 

513,000 

3.3 

1,400,000 

4.7 

263,000 

0.3 

252,000 

0.8 

66,000 

0.4 

186,000 

1.2 

355,000 

1.2 

505,000 

1.5 

476,000 

1.5 

110,000 

0.6 

366,000 

2.4 

751,000 

2.5 

1,154,000 

3.4 

951,000 

2.9 

371,000 

2.2 

seo.ooo 

3.8 

1,692,000 

5.7 

24,430,000 

100.0 

23,835,000 

100.0 

11,547,000 

100.0 

12,288,000 

100.0 

21,616,000 

100.0 

20,490,000 

83.9 

20,095,000 

84.3 

10,368,000 

89.8 

9,727,000 

79.2 

16,590,000 

76.7 

l,ie7,000 

4.9 

1,137,000 

4.8 

400,000 

3.5 

737,000 

6.0 

1,290,000 

6.0 

1,663 ,000 

6.8 

1,589,000 

6.7 

429,000 

3.7 

1,160,000 

9.4 

2,32:  ,000 

10.8 

1,090,000 

4.5 

1,014,000 

4.3 

350,000 

3.0 

664,000 

5.4 

1,411,000 

6.5 

22,772,000 

93.2 

22,267,000 

93.4 

11,169,000 

96.7 

11,098,000 

90.3 

19,142,000 

86.6 

19,869,000 

81.3 

19,505,000 

81.8 

10,210,000 

88.4 

9,295,000 

75.6 

15,446,000 

71.5 

953,000 

3.9 

912,000 

3.8 

345, COO 

3.0 

567,000 

4.6 

984,000 

4.6' 

1,285,000 

5.3 

1,224 ,000 

5.1 

357,000 

3.1 

867,000 

7.1 

1,816 ,C00 

6.4 

665,000 

2.7 

626,000 

2.6 

257,000 

2.2 

369,000 

3.0 

e 96, 000 

4.1 

1,656,000 

6.8 

1,568,000 

6.6 

378,000 

3.3 

1,190,000 

9.7 

2,474,000 

11.4 

621,000 

2.5 

590,000 

2.5 

158,000 

1.4 

432,000 

3.5 

1,144 ,000 

5.3 

234,000 

1.0 

225,000 

0.9 

55,000 

0.5 

170,000 

1.4 

306,000 

1.4 

378,000 

1.5 

365,000 

1.5 

72,000 

0.6 

293,000 

2.4 

509,000 

2.4 

425,000 

1.7 

3ea,ooo 

1.6 

93,000 

0.8 

295,000 

2.4 

(515,000 

2.4 

9,703,000 

100.0 

e, 519, 000 

100.0 

5,478,000 

100.0 

3,041,000 

100.0 

8,067,000 

100.0 

5,332,000 

55.  C 

4,985,000 

57.3 

3,414,000 

67.3 

1,471,000 

48.4 

3,173,000 

39.3 

340,000 

3.5 

287,000 

3.4 

156,000 

2.8 

131, 00C 

4.3 

281,000 

3.5 

1,1-44,000 

11.8 

1, 038,000 

12.2 

-  562,000 

10.3 

476,000 

15.7 

1,039,000 

12.9 

2,867,000 

29.8 

2,309,000 

27.1 

1,346,000 

24.6 

963,000 

31.7 

3,574,000 

44.3 

8,658,000 

89.2 

7,677,000 

90.1 

5,091,000 

92.9 

2,586,000 

85.0 

6,343,000 

7°.  6 

5,172,000 

53.3 

4,744,000 

55.7 

3,354,000 

61.2 

1,390,000 

45.7 

2,917,000 

311,000 

3.2 

260,000 

3.1 

145,000 

2.6 

115,000 

3.8 

232,000 

T,  9 

1,017,000 

10.5 

927 , 000 

10.9 

524,000 

9.6 

403,000 

13.3 

797,000 

9.  ^ 

2,158,000 

22 . 2 

1,746,000 

20.5 

1,068,000 

19.5 

678,000 

22.3 

2,397,000 

29.7 

1,045,000 

10.8 

842,000 

9.9 

387,000 

7.1 

455,000 

15.0 

1,724,000 

21.4 

160,000 

l.G 

141,000 

1.7 

60,000 

1.1 

81,000 

O  17 

256,000 

3.2 

29,000 

0.3 

27,000 

0.3 

11,000 

0.2 

16  ,000 

0.5 

40, C0C 

0.6 

127,000 

1.3 

111,000 

1.3 

38,000 

0.7 

73,000 

2.4 

242,000 

3.0 

729,000 

7.5 

563,000 

.6*6 

276,000 

5.1 

285,000 

9.4 

1,177,000 

14.6  ■ 

Table  4. — STATE  OF  REPAIR  AND  PLUMBING  EQUIPMENT  Bv  TENURE,  FOR  THE  UNITED  STATES — Continued 


AREA  AMD  STATE  OF  REPAIR  AlID 

PLUMBING  SONIPMM.'T 

All  ordinary 
dwelling 
uni  ts 

All  ordinary  occupied  dwelling  units 

ALL  D,,rSLLINO 
UNITS, 

APRIL,  1940 

Total 

Owner-occupied 

Tenant-occupied 

Number 

Per¬ 

cent 

Number 

Per¬ 

cent 

Number 

Per¬ 

cent 

Number 

Per¬ 

cent 

Number 

Per¬ 

cent 

RURAL -FARM 

Total . 

7,492,000 

ioo. o; 

6,662,000 

100.0 

4,322,000 

100.0 

2,340,000 

100.0 

7,642,000 

100.0 

With  private  bath  and  private  flush  toilet . 

1,507,000 

20.1 

1,456,000 

21.9 

1,237,000 

28.6 

219,000 

9.4 

810,000 

10.6 

V/ith  private  flush  toilet,  no  private  bath . 

106,000 

1.4 

98,000 

1.5 

71,000 

1.6 

27,000 

1.2 

40,000 

0.5 

With  running  water,  no  private  flush  toilet.... 

636,000 

11.2 

805,000 

12.1 

569,000 

13.2 

236,000 

10.1 

502,000 

6.6 

No  running  water  in  dwelling  unit . 

5,043,000 

67.3 

4,303,000 

64.6 

2,445,000 

56.6 

1,958,000 

79.4 

6,290,000 

82.3 

In  good  condition  or  in  need  of  minor  repairs 

6.075.U00 

81.1 

5,630,000 

84.5 

3,854,000 

89.2 

1,776,000 

75.9 

5,049,000 

66.1 

With  private  bath  and  private  flush  toilet . 

1,469,000 

19.6 

1,418,000 

21.3 

1,213,000 

28.1 

205,000 

8.8 

730,000 

9.6 

V/ith  private  flush  toilet,  no  private  bath . 

96, 0C 0 

1.3 

90,000 

1.4 

64,000 

1.5 

26,000 

1.1 

34,000 

0.4 

With  running  water,  no  private  flush  toilet.... 

735,000 

9.8 

712,000 

10.7 

506,000 

11.7 

206,000 

8.6 

388,000 

5.1 

No  running  water  in  dwelling  unit . 

3,773,000 

50.4 

3,410,000 

51.2 

2,071,000 

47.9 

1,339,000 

57.2 

3,697,000 

51.0 

In  need  of  major  repairs... . 

1,417,000 

18.9 

1,032,000 

15.5 

468,000 

10.8 

564,000 

24.1 

2,593,000 

33.9 

V/ith  private  bath  and  private  flush  toilet . 

36  ,.000 

0.5 

38,000 

0.6 

24  ,000 

0.6 

14,000 

0.6 

80,000 

1.0 

With  private  flush  toilet,  no  private  bath . 

8,000 

0.1 

8,000 

0.1 

7,000 

0.2 

-  1,000 

- 

6,000 

0.1 

With  running  water,  no  private  flush  toilet.... 

101,000 

1.3 

93 ,000 

1.4 

63,000 

1.5 

30,000 

1.3 

114,000 

1.0 

I/o  running  water  m  dwelling  unit . 

1,270,000 

17.0 

893,000 

13.4 

374 ,000 

8.7 

519,000 

22.2 

2,393,000 

31.3 

OCCUPIED  BY  VETERA’'’  HOUSEHOLDS 

Total . 

_ 

10,543,000 

100.0 

5,195,000 

100.0 

5,348,000 

100.0 

- 

- 

With  private  bath  and  private  flush  toilet . 

. 

. 

7,627,000 

72.3 

3,890,000 

74.9 

3,737,000 

69.9 

- 

- 

With  private  flush  toilet,  no  private  bath . 

- 

- 

400,000 

3.8 

122,000 

2.3 

273,000 

5.2 

- 

- 

With  running  water,  no  privnte  flush  toilet.... 

- 

- 

895,000 

8.5 

348,000 

6.7 

.547,000 

10.2 

- 

- 

No  running  water  in  dwelling  unit . 

- 

1,621,000 

15.4 

835,000 

16.1 

786,000 

14.7 

In  good  condition  or  in  need  of  minor  repairs 

_ 

_ 

9,786,000 

92.8 

4,979,000 

95.8 

4,807,000 

89.9 

- 

- 

With  irrivate  bath  and  private  flush  toilet . 

- 

- 

7,406,000 

70.2 

3,849,000 

74.1 

3,557,000 

66.5 

- 

With  private  flush  toilet,  no  private  bath . 

- 

- 

342,000 

3.2 

117,000 

2.3 

225,000 

4.2 

* 

- 

V/ith  running  water,  no  private  flush  toilet.... 

- 

- 

769,000 

7.3 

317,000 

6.1 

452,000 

8.5 

- 

No  running  water  in  dwelling  unit . 

“ 

1,269,000 

12.0 

696,000 

13.4 

573,000 

10.7 

- 

In  need  of  major  repairs . 

_ 

_ 

757,000 

'  .7.2 

216,000 

4.2 

541,000 

10.1 

- 

- 

"/i r.h  private  bath  and  private  flush  toilet . 

- 

- 

221,000 

•2.1 

,  41,000 

0.8 

180,000 

3.4 

- 

With  private  flush  toilet,  no  private  beth . 

- 

- 

58,000 

0.6 

5,000 

0.1 

53,000 

1.0 

“ 

With  running  water,  no  private  flush  toilet.... 

- 

- 

126,000 

1.2 

31,000- 

0.6 

95,000 

i.e 

“ 

No  running  water  in  dwelling  unit . 

352,000 

3.3 

139,000 

2.7 

213,000 

4.0 

OCCUPIED  BY  NONVFTERAN  HOUSEHOLDS 

Total . 

_ 

__ 

28,473,000 

100.0 

16,152,000 

100.0 

12,321,000 

100.0 

- 

- 

With  private  bath  and  private  flush  toilet . 

. 

18,809,000 

66.1 

11,129,000 

68.9 

7,680,000 

62.3 

- 

- 

V/ith  private  flush  toilet,  no  private  bath . 

- 

- 

1,122,000 

3.9 

505,000 

3.1 

617,000 

5.0 

- 

- 

V/ith  runnina  water,  no  private  flush  toilet.... 

- 

- 

2,537,000 

8.9 

1,212,000 

7.5 

1,325,000 

10.8 

“ 

“ 

No  running  water  in  dwelling  unit . 

- 

" 

6,005,000 

21.1 

3,306,000 

20.5 

2,699,000 

21.9 

In  good  condition  or  in  need  of  minor  repairs 

_ 

_ 

25,788,000 

90.6 

15,135,000 

93.7 

10,653,000 

86.5 

- 

- 

With  private  bath  and  private  flush  toilet . 

- 

- 

18,261,000 

64.1 

10,928,000 

67.7 

7,333,000 

59.5 

With  private  flush  toilet,  no  private  bath . 

- 

920,000 

3.2 

437,000 

2.7 

483,000 

3.9 

- 

With  running  water,  no  private  flush  toilet.... 

- 

- 

2,094,000 

7.4 

1,070,000 

6.6 

1,024,000 

8.3 

“ 

No  running  water  in  dwelling  unit . 

- 

'  - 

4,513,000 

15.9 

2,700,000 

16.7 

1,813,000 

14.7 

In  need  of  major  repairs . . 

_ 

_ 

2,685,000 

9.4 

1,017,000 

6.3 

1,668,000 

13.5 

- 

- 

With  private  bath  and  private  flush  toilet . 

- 

- 

548,000 

1.9 

201,000 

1.2 

347,000 

2.e 

- 

Kith  private  flush  toilet,  no  privete  balh . 

- 

- 

202,000 

0.7 

68,000 

0.4 

134,000 

1.1 

V/ith  running  water,  no. private  flush  toilet.... 

- 

- 

443,000 

1.6 

142,000 

0.9 

301,000 

2.4 

- 

No  running  water  in  dwelling  unit . 

- 

1,492,000 

5.2 

606,000 

3.8 

886,000 

7.2 

' 

J/S'ej  I 
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Table  5. --STATE  0?  REPAIR  AND  PLUMBING  EQUIPMENT,  FOR  THE  UNITED  STATES,  Bv  REGIONS 


REGION  AND  STATE  OF  REPAIR  AND 
PLUMBING  EQUIPMENT 


1947 


THE  NORTHEASTERN  STATES 


Total . 

'A’lth  private  bath  and  private  flush  toilet. 
V.'ith  private  flush  toilet,  no  private  bath., 
'.‘.'ith  running  water,  no  private  flush  toilet 
No  running  water  in  dwelling  unit . . 


Ir.  good  condition  or  in  need  of  minor 

"repairs . . 

'•ith  private  bath  and  private  flush  toilet.. 
'.Vith  private  flush  toilet,  no  private  bath., 
"Jith  running  water,  no  private  flush  toilet. 
No  running  water  in  dwelling  unit . 


In  need  of  major  repairs . . 

'.'.'ith  private  bath  and  private  flush  toilet., 
No  private  bath  or  private  flush  toilet..... 


THE  NORTH  CENTRAL  STATES 

Total . 

'With  private  both  and  private  flush  toilet. 
"Jith  private  flush  toilet,  no  private  bath, 
'..'ith  running  water,  no  private  flush  toilet 
Ko  running  water  in  dwelling  unit . 

In  rood  condition  or  in  need  of  minor 

repairs . 

V.'ith  private  bath  and  private  flush  toilet. 
'.’Jith  private  flush  toilet,  no  private  bath. 
'•'Jith  running  water,  no  private  flush  toilet 
No  running  water  in  dwelling  unit . 

In  need  of  major  repairs . . 

•’Jith  private  bath  and  private  flush  toilet., 
No  private  bath  or  private  flush  toilet...., 


THE  SOUTH 


Total. 


’/Jith  private  bath  and  private  flush  toilet., 
"Jith  private  flush  toilet,  no  private  bath.. 
'.Vith  running  water,  no  private  flush  toilet, 
No  running  water  in  dwelling  unit . . 

In  good  condition  or  in  need  of  minor 

repairs . . 

'.’Jith  private  bath  and  private  flush  toilet.. 
'Vith  private  flush  toilet,-  no  private  bath., 
'Vith  running  water,  no  private  flush  toilet. 
No  running  water  in  dwelling  unit . 

In  need  of  major  repairs.. . 

With  private  bath  and  private  flush  toilet.. 
No  private  bath  or  private  flush  toilet . 


WE  'TEST 


Total. 


With  private  bath  and  private  flush  toilet. 
With  private  flush  toilet,  no  private  bath. 
With  running  water,  no  private  flush  toilet 
No  running  water  in  dwelling  unit . 

In  good  condition  or  in  need  of  minor 

repairs . 

With  private  bath  and  private  flush  toilet. 
With  private  flush  toilet,  no  private  bath. 
With  running  water,  no  private  flush  toilet 
No  running  water  in  dwelling  unit . 

In  need  of  major  repairs . 

With  private  bath  and  private  flush  toilet. 
No  private  bath  or  private  flush  toilet.... 

~7s7T/  ' 


All  ordinary- 
dwelling 

Urban  and  rural-nonfarm 

farm 

ALL 

DWELLING  UNITS, 
APRIL,  1940 

units 

Total 

Urban 

Rural-nonfarm 

Rural-] 

Number 

Per¬ 

cent 

Number 

Per¬ 

cent 

Number 

Per¬ 

cent 

Number 

Per¬ 

cent 

Number 

Per¬ 

cent 

Number 

Per¬ 

cent 

11,370,00C 

100.  C 

10 ,698 ,0CC 

100.0 

8 , 304 , 00( 

100. 

2.394.00C 

100. C 

672, 00C 

100.  C 

10 , 313.00C 

100.0 

9,595,00C 

84. 4 

9,303 ,00C 

87.0 

7 , 576 ,00( 

91. 

1 ,727 ,00C 

72.] 

292, 00C 

43. E 

7 ,806 ,00C 

75.7 

466, 00C 

4.1 

440, 00C 

4.1 

339, 00C 

4.: 

101.00C 

4.  / 

26.00C 

3.C 

638, 00C 

6.2 

650,000 

5.7 

532, 00C 

5.0 

341, 00C 

4.] 

191, 00C 

8.C 

118, 00C 

17. 

945' OOC 

9.2 

659,000 

5.8 

423.00C 

4.0 

48.00C 

O.t 

375, 00C 

15. 

236, 00C 

35.] 

924 , OOC 

9.0 

10,735,000 

94.4 

10,130,000 

94.7 

* 

7 ,942, OOC 

95. 

2, 188 ,00C 

91.4 

605,000 

90. C 

9,104 , G0C 

88.3 

9,294,000 

81.7 

9,014,000 

84.3 

7  ,365,000 

88. 

1,649,000 

68.  C 

280, 00C 

41.7 

7 | 255  joOC 

70.3 

395,000 

3.5 

371,000 

3.5 

276,000 

3.C 

95,000 

4 .  C 

24,000 

3.6 

4 96, OOC 

4.8 

544,000 

4.8 

439,000 

4.1 

271,000 

3.2 

168,000 

7.C 

105,000 

15.6 

728,000 

7.1 

502,000 

4.4 

3C6 ,0'OC 

2.9 

30 , 00C 

0.4 

276,000 

ii.  e 

196,000 

29.2 

625,000 

6.1 

635,000 

5.6 

568,000 

5.3 

362,000 

4.4 

206,000 

8.6 

67,000 

10.  C 

1,209,000 

11.7 

301,000 

2.5 

2e9,C0C 

2.7 

211,000 

2.E 

78,000 

3.  C 

12,000 

1.8 

551,000 

5.3 

334 ,000 

2.9 

279, Q0C 

2.6 

151,000 

1.6 

128,000 

5.3 

55,000 

8.2 

658,000 

6.4 

12,eC5,000 

100.0 

10,256,000 

100.0 

7,566,000 

100.0 

2,690,000 

100.0 

2,550,000 

100.0 

11,597,000 

100.0 

8 , 223,000 

64.2 

7,659,000 

74.7 

6,338,000 

83.8 

1,321,000 

49.1 

564,000 

22.1 

6,183,000 

53.3 

552,000 

4.3 

512,000 

5.0 

410,000 

5.4 

102,000 

3.8 

40,000 

1.6 

566,000 

4.9 

1 ,038,000 

8.5 

837,000 

8.2 

572,000 

7.6 

265,000 

9.9 

251,000 

9.8 

1,181,000 

10.2 

2,943,000 

23.0 

1,248,000 

12.2 

246,000 

3.3 

1,002,000 

37.2 

1,695,000 

66.5 

3,667,000 

31.6 

11,687,000 

91.3 

9,481,000 

92.4 

7,075,000 

93.5 

2,406,000 

89.4 

2,206,000 

86.5 

9,576,000 

82.6 

7,985,000 

62.4 

7,431,000 

72.5 

6,139,000 

81.1 

1,292,000 

48.0 

554,000 

21.7 

5,729,000 

49.4 

465,000 

3.6 

431,000 

4.2 

•336,000 

4.4 

95,000 

3.5 

34,000 

1.3 

442,000 

3.8 

907,000 

7.1 

675,000 

6.6 

438,000 

5.8 

237,000 

e.a 

232,000 

9.1 

933,000 

e.o 

2,330,000 

18.2 

944,000 

9.2 

162,000 

2.1 

782,000 

29.1 

1,386,000 

54.4 

2 ,472  j000 

21.3 

1,119,000 

8.7 

775,000 

7.6 

491,000 

6.5 

284,000 

10.6 

344 , 000 

13.5 

2,021,000 

17.4 

238,000 

1.9 

228,000 

2.2 

199,000 

2.6 

29,000 

1.1 

10,000 

0.4 

454,000 

3.9 

881,000 

6.9 

547,000 

5.3 

292,000 

3.9 

255,000 

9.5 

334,000 

13.1 

1,567,000 

13.5 

11,905,000 

100.0 

8,437,000 

100.0 

5,254,000 

100.0 

3,183,000 

100.0 

3,468,000 

100.0 

10,876,000 

100.  C 

5,371,000 

45.1 

5,013,000 

59.4 

3,714,000 

70.7 

1,299,000 

40.8 

358 ,  OO'O 

10.3 

3,482,000 

32.0 

497,000 

4.2 

465,000 

5.5 

359,000 

6.8 

106,000 

3.3 

32,000 

0.9 

311,000 

2.9 

1,252,000 

10.5 

982,000 

11.6 

518,000 

9.9 

464,000 

14.6 

270,(1)00 

7.8 

1,186,000 

10.9 

4,785,000 

40.2 

1,977,000 

23.4 

664,000 

12.6 

1,314,000 

41.3 

2,808 ,000 

31. 0 

5,897,000 

54.2 

9,906,000 

83.2 

7,304,000 

86.6 

4,592,000 

87.4 

2,712,000 

85.2 

2,602,000 

75.0 

7,937,000 

73.0 

5,148,000 

43. '2 

4,801,000 

56.9 

3,537,000 

67.3 

1,264,000 

39.7 

347,000 

10.0 

3,221,000 

29.6 

404,000 

3.4 

372,000 

4.4 

277,000 

5.3 

95,0(30 

3.0 

32,000 

0.9 

239,000 

2.2 

1,037,000 

8.7 

799,000 

9.5 

392,000 

7.5 

407,000 

12.8 

238,000 

5.9 

913, 0C0 

e.4 

3,317,000 

27.9 

1,332,000 

15.8 

386,000 

7.3 

946,000 

29.7 

1,985,000 

57.2 

3,564,000 

32. e 

1,999,000 

16.8 

1,133,000 

13.4 

662,000 

12.6 

471,000 

14.8 

866,000 

25.0 

2,939,000 

27.0 

223,000 

1.9 

212,000 

2.5 

177,000 

3.4 

35,000 

1.1 

11,000 

0.3 

261,000 

2.4 

1,776,000 

14.9 

921,000 

10.9 

485,000 

9.2 

436,000 

13.7 

855,000 

24.7 

2,678,000 

24.6 

100.0 

4,742,000 

100.0 

3,306,000 

100.0 

1,436,000 

100.0 

802,000 

100.0 

4,539,000 

100.0 

4,140,000 

74.7 

3,847,000 

81.1 

2,862,000 

86.6 

985,000 

68.6 

293,000 

36.5 

3,102,000 

68.3 

118,000 

2.1 

110,000 

2.3 

79,000 

2.4 

31,000 

2.2 

8,000 

1.0 

96,000 

2.1 

653,000 

11.8 

456,000 

9.6 

232,000 

7.0 

224,000 

15.6 

197,000 

24.6 

554,000 

12.2 

633,000 

11.4 

329,000 

6.9 

133,000 

4.0 

196,000 

13.6 

304,000 

37.9 

787,000 

17.3 

5,177,000 

93.4 

4,515,000 

95.2 

3,163,000 

95.7 

1,352,000 

94.2 

662,000 

82.6 

3,917,000 

86.3 

4,083,000 

73.6 

3,795,000 

80.0 

2,828,000 

85.5 

967,000 

67.3 

288,000 

35.9 

2,888,000 

63.6 

98,000 

1.8 

90,000 

1.9 

64,000 

1.9 

26,000 

1.8 

8,000 

1.0 

73,000 

1.6 

549,000 

9.9 

389,000 

8.2 

184,000 

5.6 

205,000 

14.3 

160,000 

20. C 

427,000 

9.4 

447,000 

8.1 

241,000 

5.1 

87,000 

2.6 

154,000 

10.7 

206,000 

25.7 

529,000 

11.7 

367,000 

6.6 

227,000 

4.8 

143,000 

4.3 

84,000 

5.8 

140,000 

17.5 

622,000 

13.7 

.57,000 

1.0 

52,000 

1.1 

34,000 

1.0 

18,000 

1.3 

5,000 

C.6 

214,000 

4.7 

310,000 

5.6 

175,000 

3.7 

109,000 

3.3 

66,000 

4.6 

135,000 

16.8 

408,000 

9.0 
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Table  6. — CENTRAL  HEATING  BY  TENURE,  FOR  THE  UNITED  STATES:  APRIL,  1947 


ALL  ORDINARY 
TTT^T.T.TNft 

ALL  ORDIN.ARY  OCCUPIED  DWELLING 

UNITS 

AREA  AMD  CENTRAL  HEATING 

UNITS 

Total 

Owner-occupied 

Tenant- occupied 

Number 

Percent 

Number 

Percent 

Numbe  r 

Percent 

Number 

Percent 

UNITED  STATES 

Total . 

\ 

41,625,000 

100.0 

39,016,000 

100.0 

21,347,000 

100.0 

17,669,000 

100.  C 

With  central  heating . 

20,016,000 

48.1 

19,565,000 

50.1 

11,303,000 

52.9 

e,  262.Q00 

46.8 

Without  central  heating . 

21,609,000 

51.9 

19,451,000 

49.9 

10,044,000 

47.1 

9,407,000 

53.2 

URBAN  AND  RURAL-NONFARM 

Total . 

34,133,000 

100.0 

32,354,000 

100.0 

17,025,000 

100.0 

15,329,000 

100.0 

With  central  heating . 

10,839,000 

55.2 

18,419,000 

56.9 

10,361,000 

60.9 

8,058,000 

52.6 

Without  central  heatin  > . 

15,294,000 

44.8 

13,935,000 

43.1 

6,664,000 

39.1 

7,271,000 

47,4 

URBAN 

Total . 

24  ,430,000 

100.0 

23,835,000 

100.0 

11,547,000 

100.0 

12,288,000 

1C0.0 

With  central  heating . 

15,550,000 

63.7 

15,296,000 

64.2 

8,003,000 

69.3 

7,293,000 

59.4 

Without  central  heating . 

8,880,000 

36.3 

8,539,000 

35.8 

3,544,000 

30.7 

4,995,000 

40.6 

RURAL-NONFARM 

Total . 

9,703,000 

100.0 

8,519,000 

100.0 

5,478,000 

100.0 

3,041,000 

100.0 

With  central  heating . 

3,289,000 

33.9 

3,123,000 

36.7 

2,358,000 

43.0 

765,000 

25.  2 

Without  central  heating . 

6,414,000 

66.1 

5,396,000 

63.3 

3,120,000 

57.0 

2,276 ,000 

74. S 

RURAL-FARM 

Total . 

7,492,000 

100.0 

6,662,000 

100.0 

•  4,322,000 

100.0 

2,340,000 

100.0 

With  central  heating . 

1,177,000 

15.7 

1,146,000 

17.2 

942,000 

21.0 

2C4 ,000 

8.7 

Without  central  heating . 

6,315,000 

84.3 

5,516,000 

82.8 

3,380,000 

78.2 

2,136' 000 

91.3 

OCCUPIED  3Y  VETERAN  HOUSEHOLDS 

Total . 

- 

- 

10,543,000 

100.0 

5,195,000 

1C0.0 

5 , 348 , 000 

100.0 

With  central  heating . 

- 

- 

5,520,000 

52.4 

2,924,000 

56.3 

2,596,000 

48.5 

Without  central  heating . 

“ 

- 

5,023,000 

47.6 

2,271,000 

43.7 

2,752,000 

51.5 

OCCUPIED  BY  NONVETERAN  HOUSEHOLDS 

Total . 

28,473,000 

100.0 

16,152,000 

100.0 

12,321,000 

100.  C 

With  central  heating . 

- 

- 

14,045,000 

49.3 

8,379,000 

51.9 

5,666 ,uJ0 

46.0 

Without  central  heating . 

- 

% 

14,428,000 

50.7 

7,773,000 

48.1 

6,655,000 

54.0 

Table  7. — CENTRAL  HEATING,  FOR  THE  UNITED  STATES,  BY  REGIONS :  APRIL,  1947 


REGION  AND  CENTRAL  HEATING 

ALL  ORDINARY 
D’TELLING 

UNITS 

URBAN  AND  RURAL-NONFARM 

RURAL-F 

ARM 

Total 

Urban 

Rural-nonfarm 

Number 

Percent 

Number 

Percent 

Number 

Percent 

Number 

Percent 

Number 

Percent 

THE  NORTHEASTERN  STATES 

* 

Total . 

11,370,000 

100.0 

10,698,000 

100.0 

8,304,000 

1C0.0 

2,394 ,000 

100.0 

672,000 

100.0 

With  central  heating . 

8,738,000 

76.9 

8,438,000 

78.9 

6,928,000 

83.4 

1,510,000 

63.1 

300,000 

44.6 

Without  central  heating . 

7  632,000 

23.1 

2,260,000 

21.1 

1,376,000 

16.6 

884,000 

36.9 

372,000 

55.4 

THE  NORT1*  C^r'T’RAL  7rTV "^3 

Total . 

12,806,000 

100.0 

10,256,000 

1C0.0 

7,566,000 

100.0 

2,690,000 

•100.0 

2,550,000 

100.0 

With  central  heating . 

7,452,000 

58.2 

6,767,000 

66.0 

5,682,000 

75.1 

1, 085,000 

4C.3 

695,000 

26.9 

Without  central  heating . 

5,354,000 

41.8 

3,4  ’9,000 

34.0 

1,884 ,000 

24.9 

1,605,000 

59.7 

1,865’000 

73.1 

THE  SOTfTK 

Total . 

11,905,000 

100.0 

8,437,000 

100.0 

5,254,000 

100.0 

3,183,000 

1C0.0 

3,468,000 

ICO.O 

With  central  heating . 

1,973,000 

16.6 

1,854,000 

22.0 

1,465,000 

2^.9 

389,000 

12.2 

119,000 

3.4 

ithouf  central  heating . 

9,932,000 

83.4 

6,583,000 

78.0 

3,789,000 

72.1 

2,794,000 

87.8 

3, 349^000 

96.5 

T'prt?  T',TE3'P 

Total . 

5,544,000 

100.0 

4,742,000 

100.0 

3,306,000 

100.0 

1,436,000 

100.0 

802,000 

100.0 

'With  central  heating . 

1,353,000 

23.4 

1,780,000 

37.5 

1,475,000 

44.6 

305,000 

.  .21.2 

73,000 

9.1 

",  ithout  central  heating . 

3,691,000 

66.6 

2,962,000 

62.5 

1,831,000 

55.4 

1,131,000 

78,8 

729^000 

90.9 

V/ij/ 
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Table  8. — ELECTRIC  LIGHTING  BY  TENURE,  FOR  THE  UNITED  STATES 


1947 

AREA  AND  ELECTRIC 
LIGHTING 

All  ordinary 

dwelling 

All  ordinary  occupied  dwelling  units 

ALL  DWELLING 
UNITS, 

units 

Total 

Owner-occupied 

Tenant-occupied 

APRIL,  1940 

Number 

Percent 

Number 

Percent 

Number 

Percent 

Number 

Percent 

Number 

Percent 

UNITED  STATES 

Total . 

41,625,000 

100.0 

39,016,000 

100.0 

21,347,000 

ioo.o 

17,669,000 

100.0 

37,325,000 

100.0 

With  electric  lighting . 

37,117,000 

89.2 

35,414,000 

90.8 

19,576,000 

91.7 

15,838,000 

89.6 

29,363,000 

78.7 

Without  electric  lighting.. 

4,508,000 

10.8 

3,602,000 

9.2 

1,771,000 

8.3 

1,831,000 

10.4 

7,962,000 

21.3 

URBAN  AND  HURAL-NONFARM 

Total . 

34,133,000 

100.0 

32,354,000 

100.0 

17,025,000 

100.0 

15,329,000 

100.0 

29,683,000 

100.0 

With  electric  lighting . 

32,667,000 

95.7 

31,199,000 

96.4 

16,526,000 

97.1 

14,673,000 

95.7 

26,973,000 

90.9 

Without  electric  lighting.. 

1,466,000 

4.3 

1,155,000 

3.6 

499,000 

2.9 

656,000 

4.3 

2,710,000 

9.1 

URBAN 

Total . 

24,430,000 

100.0 

23,835,000 

100.0 

11,547,000 

100.0 

12,288,000 

100.0 

21,616,000 

100.0 

With  electric  lighting . 

23,987,000 

98.2 

23,414,000 

98.2 

11,428,000 

99.0 

11,986,000 

97.5 

20,698,000 

95.8 

Without  electric  lighting.. 

443,000 

1.8 

421,000 

1.8 

119,000 

1.0 

302,000 

2.5 

918,000 

4.2 

RURAL-NONFARM 

Total . 

9,703,000 

100.0 

8,519,000 

100.0 

5,478,000 

100.0 

3,041,000 

100.0 

8,067,000 

100.0 

With  electric  lighting . 

8,680,000 

89.5 

7,785,000 

91.4 

5,098,000 

93.1 

2,687,000 

88.4 

6,275,000 

77.8 

Without  electric  lighting.. 

1,023,000 

10.5 

734,000 

8.6 

380  ,000 

6.9 

354,000 

11.6 

1 j  792  joOO 

22.2 

RURAL-FARM 

Total . 

7,492,000 

100.0 

6,662,000 

100.0 

4,322,000 

100.0 

2,340,000 

100.0 

7,642,000 

100.0 

With  electric  lighting . 

4,450,000 

59.4 

4,215,000 

63.3 

3,050,000 

70.6 

1,165,000 

49.9 

2,390,000 

31.3 

Without  electric  lighting... 

3,042,000 

40.6 

2,447,000 

36.7 

1,272,000 

29.4 

1,175,000 

50.2 

5,252,000 

68.7 

OCCUPIED  BY  VETERAN' 
HOUSEHOLDS 

Total . 

- 

- 

10,543,000 

100.0 

5,195,000 

100.0 

5,348,000 

100.0 

- 

- 

With  electric  lighting . 

- 

- 

9,898,000 

93.9 

4,883,000 

94.0 

5,015,000 

93.8 

_ 

_ 

Without  electric  lighting.. 

- 

- 

645,000 

6.1 

/  312,000 

6.0 

333,000 

6.2 

- 

- 

OCCUPIED  BY  NONVETERAN 
HOUSEHOLDS 

Total . 

- 

- 

28,473,000 

100.0 

16,152,000 

100.0 

12,321,000 

100.0 

- 

- 

With  electric  lighting . 

- 

- 

25,516,000 

89.6 

14,693,000 

91.0 

10,823,000 

87.8 

_ 

_ 

Without  electric  lighting.. 

2,957,000 

10.4 

1,459,000 

9.0 

1,498,000 

12.2 

- 

- 

Table  9.— ELECTRIC  LIGHTING,  FOR  THE  UNITED  STATES,  BY  REGIONS 


REGION  AND  ELECTRIC 
LIGHTING 

1947 

.ALL  DWELLING 
UNITS, 

APRIL,  1940 

All  ordinary 
dwelling 
units 

Urban  and  rural-nonfarm 

Rural-farm 

Total 

Urban 

Rural-nonfarm 

Number 

Per¬ 

cent 

Number 

Per¬ 

cent 

Number 

Per¬ 

cent 

Number 

Per¬ 

cent 

Number 

Per¬ 

cent 

Number 

Per¬ 

cent 

THE  NORTHEASTERN  STATES 

Total . 

11,370,000 

100.0 

10,698,000 

100.0 

8,304,000 

100.0 

2,394,000 

100.0 

672,000 

100.0 

10,313,000 

100.0 

With  electric  lighting . 

11,151,000 

98.1 

10,576,000 

98.9 

8,275,000 

99.7 

2,301,000 

96.1 

575,000 

85.6 

9,781,000 

94.8 

Without  electric  lighting.. 

219,000 

1.9 

122,000 

1.1 

29,000 

0.3 

93,000 

3.9 

97,000 

14.4 

’532,’ 000 

5.2 

THE  NORTH  CENTRAL  STATES 

T o  tfl !•••••••••••••••• 

12,806,000 

100.0 

10,256,000 

100.0 

7,566,000 

100.0 

2,690,000 

100.0 

2,550,000 

100.0 

11,597,000 

100.0 

With  electric  lighting . 

11,676,000 

91.2 

10,003,000 

97.5 

7,543,000 

99.7 

2,460,000 

91.4 

1,673,000 

65.6 

9,637,000 

83.1 

Without  electric  lighting.. 

1,130,000 

8.8 

253,000 

2.5 

23,000 

0.3 

230,000 

8.6 

o  877,000 

34.4 

1,960,000 

16.9 

THE  SOUTH 

Total . 

11,905,000 

100.0 

8,437,000 

100.0 

5,254,000 

100.0 

3,183,000 

100.0 

3,468,000 

100.0 

10,876,000 

100.0 

With  electric  lighting . 

8,991,000 

75.5 

7,448,000 

88.3 

4,890,000 

93.1 

2,558,000 

80.4 

1,543,000 

44.5 

5,926,000 

54.5 

Without  electric  lighting.. 

2,914,000 

24.5 

989,000 

11.7 

364,000 

6.9 

625,000 

19.6 

1,925,000 

55.5 

4,950,000 

45.5 

THE  WEST 

Total . 

5,544,000 

100.0 

4,742,000 

100.0 

3,306,000 

100.0 

1,436,000 

100.0 

802,000 

100.0 

4,539,000 

100.0 

With  electric  lighting..... 

5,299,000 

95.6 

4,640,000 

97.8 

3,279,000 

99.2 

1,361,000 

94.8 

659,000 

82.2 

4,019,000 

88.5 

Without  electric  lighting.. 

245,000 

4.4 

102,000 

2.2 

27,000 

Q.8 

75,000 

5.2 

143,000 

17.8 

520,000 

11.5 
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Table  10. — INSTALLED  COOKING  FACILITIES  BY  TENURE,  FOR  THE  UNITED  STATES:  APRIL,  1947 


ALL  ORDINARY 

ALL  ORDINARY  OCCUPIED  DWELLING  UNITS 

AREA  AND  INSTALLED  COOKING  FACILITIES 

DWELLING 

Total 

Owner-occupied 

Tenant-occupied 

Number 

Percent 

Number 

Percent 

Number 

Percent 

Number 

Percent' 

UNITED  STATES 

- 

17,669,000 

100.0 

41,625,000 

100.0 

39,016,000 

100.0 

21,347,000 

100.0 

With  installed  cooking  facilities . 

Without  installed  cooking  facilities . 

39,913,000 

1,712,000 

95.9 

4.1 

37,860,000 

1,156,000 

97.0 

3.0 

20,887,000 

460,000 

97.8 

2.2 

16,973,000 

696,000 

96.1 

3.9 

URBAN  AND  RURAL-NONFARM 

15,329 ,000 

100.0 

34,133,000 

100.0 

32,354,000 

100.0 

17,025,000 

100.0 

With  installed  cooking  facilities . 

Without  installed  cooking  facilities . 

33,034,000 

1,099,000 

96.8 

3.2 

31,551,000 

803,000 

97.5 

2.5 

16,753,000 

272,000 

98.4 

1.6 

14,798,000 
531 ,000 

96.5 

3.5 

*  UR3AN 

100.0 

24,430,000 

100.0 

23,835,000 

100.0 

11,547,000 

100.0 

12,288,000 

With  installed  cooking  facilities . 

Without  installed  cooking  facilities....... 

23,871,000 

559,000 

97.7 

2.3 

23,367,000 

468,000 

98.0 

2.0 

11,453,000 

94,000 

99.2 

0.8 

11,914,000 

374,000 

97.0 

3.0 

RURAL-NONFARM 

3,041,000 

100.0 

9,703,000 

100.0 

8,519,000 

100.0 

5,478,000 

100.0 

With  installed  cooking  facilities . 

9,163,000 

94.4 

8,184,000 

335,000 

96.1 

3.9 

5,300,000 

178,000 

96.8 

3.2 

2,884,000 

157,000 

94.8 

5.2 

Without  installed  cooking  facilities . 

540 ,000 

5.b 

RURAL -FARM 

7,492,000 

100.0 

6,662,000 

100.0 

4,322,000 

100.0 

2,340,000 

100.0 

With  installed  cooking  facilities..... . 

6,879 ,000 

91.8 

6,309,000 

353,000 

94.7 

6  r3 

4,134,000 

188,000 

95.7 

4.3 

2 ,175 ,0Q0 
165,000 

92.9 

7.1 

Without  installed  cooking  facilities.. . 

61 3  ,000 

8.2 

OCCUPIED  BY  VETERAN  HOUSEHOLDS 

10,543,000 

100.0 

5,195,000 

100.0 

5,348,000 

100.0 

With  installed  cooking  facilities . 

Without  installed  cooking  facilities . 

■]fi  9'7^)000 

97.4 

5,101,000 

98.2 

5,173,000 

96.7 

- 

- 

’269  ,000 

2.6 

94,000 

1.8 

175,000 

3.3 

OCCUPIED  BY  NONVETERAN  HOUSEHOLDS 

28,473,000 

100.0 

16,152,000 

100.0 

12,321,000 

100.0 

With  installed  cooking  facilities. . 

Without  installed  cooking  facilities....... 

- 

- 

27,586,000 
887 ,000 

96.9 

3.1 

15,786,000 

366,000 

97.7 

2.3 

11,800,000 

521,000 

95.8 

4.2 

c 
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Table  11 . — INSTALLED  COCKING  FACILITIES,  FOR  THE  UNITED  STATES,  BY  REGIONS:  APRIL,  1947 


all  ORDINARY 

URBAN  AND  RURAL -N  CNF ARM 

RURAL-F 

ARM 

REGION  AND  INSTALLED  COOKING 

DWELLING 

UNITS 

Total 

Urban 

Rural-non 

farm 

FACLL1  ili±>b 

Number 

Per¬ 

cent 

Number 

Per¬ 

cent 

Number 

Per¬ 

cent 

Number 

Per¬ 

cent 

Number 

Per¬ 

cent 

THE  NORTHEASTERN  STATES 

11,370,000 

100.0 

10,698,000 

100.0 

4 

8,304,000 

100.0 

2,394,000 

100.0 

672,000 

100.0 

With  installed  cooking  facilities.......... 

11,140,000 
230  ,000 

98.0 

2.0 

10,513,000 

185,000 

98.3 

1.7 

8,222,000 

82,000 

99.0 

1.0 

2,291,000 

103,000 

95.7 

4.3 

627 ,000 
45 ,000 

93.3 

6.7 

THE  NORTH  CENTRAL  STATES 

12,806,000 

100.0 

10,256,000 

100.0 

7 ,566,000 

100.0 

2,690,000 

100.0 

2,550,000 

100.0 

12,417,000 

97.0 

10,023,000 

97.7 

7,479,000 

98.9 

2,544,000 

146,000 

94.6 

2,394,000 

156,000 

93.9 

6  .1 

With  Installed  cooKing  . . 

389  ,000 

3.0 

233,000 

2.3 

87 ,000 

1  •  1 

THE  SOUTH 

11,905,000 

100.0 

8,437,000 

100.0 

5,254,000 

100.0 

3,183,000 

100.0 

3,468,000 

100.0 

11,130,000 

93.5 

7,934,000 

94.6 

5,010,000 

95.4 

2,974,000 

209,000 

93.4 

C  A 

3,146,000 

322,000 

90.7 

9.3 

775,000 

6.5 

453,000 

5.4 

244,000 

4.6 

THE  WEST 

5,544,000 

100.0 

4,742,000 

100.0 

3,306,000 

100.0 

1,436,000 

100.0 

802,000 

100.0 

5,226,000 

94.3 

4,514,000 

95.2 

3,160,000 

9  5. 6 

1,354,000 

82,000 

94.3 

712,000 

90,000 

88.8 

11.2 

Without  installed  cooking  facilities . 

318,000 

5.7 

228,000 

4.8 

146,000 

4.4 

I 
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Table  12 .  DESIGNATED  FACILITIES  BY  TENURE,  FOR  THE  UNITED  STATES:  APRIL,  1947 


AREA  AND  DESIGNATED  F.'C HITES 

ALL  ORDINARY 
DWELLING 

ALL  01 

WINARY  OCCUPIED  DWELLING  UNITS 

— - 

UNIT£ 

Total 

Owner-occupied 

Tenant-occupied 

Number 

Percenl 

Number 

Percent 

Number 

Percent 

Number 

Perc ent 

UNITED  STATES 

Total . 

39,016,000 

,  b<oC>  ,UuO 

100 . 0 

100.0 

21,347,000 

100.0 

17,669,000 

100.0 

hsvmg  ell  a  esignated  facilities.. 

Lacking  one  or  more  designated  facilities.. 

26,873,000 

14,752,000 

64.6 

35.4 

26,102,000 

12,914,000 

66.9 

33.1 

' 14,860,000 

6,487,000 

69.6 

30.4 

11,242,000 

6,427,000 

63.6 

36.4 

URBAN  AND  RURAL-NONFARM 

Total . 

100.0 

32,354,000 

o4jloo, UUO 

100.0 

17,025,000 

100.0 

15,329,000 

10C.0 

having  ail  aesignatea  facilities... 

Lacking  one  or  more  designated  facilities.. 

25,429,000 

8,704,000 

74.5 

25.5 

24,700,000 

7,654,000 

76.3 

23.7 

13,665,000 

3 ,360 ,000 

80.3 

19.7 

11,035,000 

4,294,000 

72.0 

28.0 

URBAN 

Total.... . 

23,835,000 

aj  ±  ,  'ioU  ,  UUU 

100 .0 

100.0 

11,547,000 

100.0 

12,288,000 

100.0 

Having  all  designated  facilities... 

Lacking  one  or  more  designated  facilities.. 

20,338,000 

4,192,000 

82.8 

17.2 

19,893,000 

3,942,000 

83.5 

16.5 

10,295,000 

1,252,000 

89.2 

10.8 

9,598,000 

2,690,000 

78.1 

21.9 

RURAL-NOKFARI.: 

Total . 

8,519,000 

100.0 

O  y  !  UO  f  UUU 

100.0 

5,478,000 

100.0 

3,041,000 

100.0 

having  all  designated  facilities . 

Lacking  one  or  more  designated  facilities.. 

5,191,000 

4,512,000 

53.5 

46.5 

•  4,807,000 
3,.712,000 

56.4 

43.6 

3,370,000 

2,108,000 

61.5 

38.5 

1,437,000 

1,604,000 

47.3 

52.7 

RURAL-FARM 

Total . 

7,492,000 

100.0 

6,662,000 

100.0 

4,322,000 

100.0 

2,340,000 

100.0 

Having  all  designated  facilities.; . 

Lacking  one  or  more  designated  facilities.. 

1,444,000 

6,048,000 

19.3 

80.7 

1,402,000 

5,260,000 

21.0 

79.0 

1 ,195,000 
3,127,000 

27.6 

72.4 

207,000 

2,133,000 

8.8 

91.2 

OCCUPIED  3Y  VETERAN  HOUSEHOLDS 

Total . 

- 

- 

10,543,000 

100.0 

5,195,000 

100.0 

5,348,000 

100.0 

Having  all  designated  facilities . 

Lacking  one  or  more  designated  facilities.. 

- 

7,536,000 

3,007,000 

71.5 

28.5 

3,e55,000 

1,340,000 

74.2 

25.8 

3,681,000 
'  1,667,000 

68.8 

31.2 

OCCUPIED  BY  NONVETSRAN  HOUSEHOLDS 

Total . 

- 

- 

28,473,000 

100.0 

16,152,000 

100.0 

12,321,000 

100.0 

Having  all  designated  facilities . 

Lacking  one  or  more  designated  facilities.. 

~ 

IP, 566,000 
9,907,000 

65.2 

34.8 

11,005,000 

5,147,000 

68.1 

31.9 

7,561,000 

4,760,000 

61.4 

38.6 

t 


Table  13.  DESIGNATED  FACILITIES,  FCP  THE  UNITED  STATES ,  BY  REGIONS:  APRIL,  1947 


ALL  ORDINARY 

URBAN  AND  RURAL-NCNFARM 

RURAL- 

FARM 

REGION  AND  DESIGNATED  FACILITIES 

T7NITS 

Totf 

1 

Urban 

Rural -nonfarm 

Number 

Per¬ 

cent 

Number 

Per¬ 

cent 

Number 

Per¬ 

cent 

Number 

Per¬ 

cent 

Number 

Per¬ 

cent 

THE  NORTHEASTERN  STATES 

Total . 

100.0 

8,304,000 

100.0 

1U ,by8 ,000 

2,394,000 

100.0 

672,000 

100.0 

Having  all  designated  facilities..... 

9,488,000 

1,882,000 

86.0 

14.0 

7,516,000 

788,000 

90.5 

9.5 

1,687,000 
707 ,000 

Lacking  one  or  more  designated  facilities,. 

16.6 

y  i  feUo f uuo 

1,455,000 

70.5 

29.5 

235,000 

387,000 

42.4 

57.6 

THE  NORTH  CENTRAL  STATES 

Total . 

12,806,000 

100.0 

10,256,000 

100.0 

7,566,000 

100.0 

3,690,000 

100.0 

2,550,000 

100.0 

Having  all  designated  facilities . 

Lacking  one  or  nore  designated  facilities.. 

8,140,000 

4,666,000 

63.6 

36.4 

7,602,000 

2,654,000 

74.1 

25.9 

6,310,000 

1,256,000 

83.4 

16.6 

1,292,000 

1,398,000 

48.0 

53.0 

538,000 

2,012,000 

21.1 

78.9 

THE  SOUTH 

Total . 

11,905,000 

100.0 

8,437,000 

.100.0 

5,254,000 

100.0 

3,183,000 

100.0 

3,468,000 

100.0 

Having  all  designated  facilities.... 

Lacking  one  or  more  designated  facilities.. 

5,218,000 

5,687,000 

43. e 
56.2 

4,878,000 

3,559,000 

57.  p 
42.2 

3,628,000 

1,626,000 

69.1 

3C.9 

1,250,000 

1,933,000 

39.3 

60.7 

340,000 

3,123,000 

9.8 

90.2 

TIE  WEST 

Total . 

5,544,000 

100.0 

4,742,000 

1C0.0 

3,306,000 

100.0 

1,436,000 

100.0 

802,000 

100.0 

Having  ell  designated  fecilities . 

Lacking  one  or  more  '.tesirnated  facilities.. 

4,027,000 

1,517,000 

72.6 

27.4 

3,745,000 

996,000 

79.0 
21.  C 

2,784,000 

528,000 

84.2 

15.8 

962,000 

474,000 

67. G 
33.0 

281,000 
521 ,000 

35.0 

65.0 

<>3  1 
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Table  14. —NUMBER  07  ROOKS  BY  TENUIS,  FOR  THE  UNITED  STATES 


1947 

ALL  DWELLING 

UNITS, 

APRIL,  1940 

AREA  AND  NUMBER  0?  SCONS 

All  ordinary 
dwelling 
units 

All  ordinary  occupied 

dwelling  units 

Total 

Owner-occupied 

Tenant-occupied 

Number 

Percent 

Number 

Percent 

Number 

porcent 

Number 

Fercent 

Number 

Percent 

UNITED  STATES 

Total . 

41,025,000 

100.0 

39,016,000 

100.0 

21,347,000 

100.0 

17,669,000 

100.0 

37,325,000 

100.0 

1  room . 

973,000 

2.3 

707 ,000 

1.8 

138,000 

0.6 

56S ,000 

3.2 

1,325,000 

3.5 

2  roars . . . 

3,063,000 

7.4 

2,590,000 

6.7 

509,000 

2.4 

2,089,000 

11.8 

3,258,000 

8.7 

3  roone . 

5,786,000 

13.9 

5,265,000l 

13.5 

1,366,000 

6.4 

3,899 ,000 

22.1 

5,403,000 

14.5 

4  roons . 

408, 000 

20.2 

7,887,000 

20.2 

3,239,000 

15.4 

4,598,000 

26.0 

6,984,000 

18.7 

5  rooms . 

8,971,000 

21.6 

8,601,000 

22.0 

5,414,000 

25.4 

3,187,000 

18.0 

7,400,000 

19.8 

6  rooms . 

7,453,000 

17.9 

7,230,000 

18.5 

5,205,000 

24.4 

2,025,000 

11.5 

6,406,000 

17.2 

7  rooms . 

3,469,000 

8.3 

3,349,000 

0.6 

2,662,000 

12.5 

687  ,000 

3.9 

2,907,000 

7.8 

8  or  more  rooms . . . 

3,497,000 

8.4 

3,379,000 

8.7 

3,764,000 

12.9 

615,000 

3.5 

3,642,000 

9.8 

Medlar.  number  of  rooms . 

4.79 

- 

4.85 

- 

5.49 

- 

4.00 

- 

4.73 

. 

URBAN  AND  RURAL-NCNFAHK 

Total . 

34,133,000 

100.0 

32,354,000 

100.0 

17,025,000 

100.0 

15,329,000 

100.0 

29 , 683 ,000 

100.0 

1  room . 

P26.000 

2.4 

632,000 

2.0 

101,000 

0.6 

531,000 

3.5 

1,118,000 

3.8 

2  rooms . 

2,537,000 

7.4 

2,265,000 

7.0 

365,000 

.2.1 

1,900,000 

12.4 

2 1 o37 t COO 

8.5 

3  roons . 

4,840,000 

14.2 

4,486,000 

13.9 

1,044,000 

5.1 

3,442,000 

22.5 

4,268,000 

14.4 

4  rooms . . . 

6,925,000 

20.3 

6,569,000 

20.3 

2,574,000 

15.1 

3,995,000 

26.1 

5,455,000 

13.4 

5  rooms . 

7,668,000 

32.5 

7,404,000 

22.9 

4,570,000 

26.8 

2,834,000 

18.5 

6,235,000 

21.0 

6  rooms . 

6,750,000 

18.3 

6,086,000 

12. 8 

4,346,000 

25.5 

1,740,000 

11.4 

5,324,000 

17.9 

7  roams . 

2,669,000 

7.8 

2,574,000 

8.0 

2,077,000 

12.2 

497,000 

3.2 

2,221,000 

7.5 

8  or  more  rooms . 

2,418,000 

7.1 

2,338,000 

7.2 

1,948,000 

11.4 

390,000 

2.5 

2,525,000 

8.5 

Median  number  of  rooms . 

4.75 

- 

4.80 

5.47 

- 

3.95 

- 

4.73 

- 

URBAN 

Total . 

24,430,000 

100.0 

23,835,000 

100.0 

11,547,000 

100.0 

12,288,000 

100.0 

21,616,000 

100.0 

1  room . 

559,000 

2.3 

470,000 

2.0 

36,000 

0.3 

434,000 

3.5 

771,000 

3.6 

2  rooms . 

1,840,000 

7.5 

1,753,000 

7.4 

174,000 

1.5 

1,579,000 

12.8 

1,732,000 

8.0 

3  rooms . . . 

3,481,000 

14.2 

3,370,000 

14.1 

552,000 

4.9 

2,80e,000 

22.9 

3,145,000 

14.5 

4  roons . . . . . 

4,730,000 

19.4 

4,613,000 

19.4 

1,452,000 

12.9 

3,121,000 

25.4 

3,864,000 

17.9 

5  rooms . . . 

5,563,000 

22.8 

5,470,000 

22.9 

3,164,000 

27.4 

2,306  ,000 

18.8 

4,710,000 

21.8 

6  rooms . 

4,676,000 

19.1 

4,634,000 

19.4 

3,230,000 

28.0 

1,396,000 

11.4 

4,054,000 

18.8 

7  rooms . 

1,904,000 

7.8 

1,862,000 

7.8 

1,485,000 

12.9 

377  ,000 

3.1 

1,579,000 

7.3 

8  or  more  roons . 

1,677,000 

6.9 

1,663,000 

7.0 

1,396,000 

12.1 

267 ,000 

2.2 

1,761,000 

6.1 

Median  number  of  rooms . 

4.79 

- 

4.81 

- 

5.61 

- 

3.92 

- 

4.78 

- 

RURAL-W0NFARM 

TOt  OX*«*e*eeeeeeeeeee*«eeeee* 

•  9,703,000 

100.0 

8,519,000 

100.0 

5,478,000 

100.0 

3,041,000 

100.0 

8,067,000 

100.0 

1  roan . 

267 ,000 

.  2.8 

163,000 

1.9 

65,000 

1.2 

■  97  ,000 

3.2 

347,000 

4.3 

2  rooms . 

'697,000 

7.2 

512,000 

6.0 

191,000 

3.5 

321 ,000 

10.6 

805,000 

10.0 

3  roons . 

1,359,000 

14.0 

1,116,000 

13.1 

4°2 ,000 

8.8 

634,000 

20.8 

1,123,000 

13.9 

4  rooms . 

2,195,000 

22.6 

1,956,000 

23.0 

1,082,000 

19.8 

874,000 

28.7 

1,591,000 

19.7 

5  roams . 

2,105,000 

21.7 

1,934,000 

22.7 

1,406,000 

25.7 

528,000 

17.4 

1,525,000 

18.9 

6  rooms . 

1,574,000 

16.2 

1,452,000 

17.0 

1,108,000 

20.2 

344,000 

11.3 

1,270,000 

15.7 

7  rooms . 

765,000 

7.9 

712,000 

8.4 

592,000 

10.8 

120,000 

3.9 

642,000 

8.0 

8  or  more  rooms . 

741,000 

7.6 

675,000 

.  7.9 

552,000 

10.1 

123,000 

4.0 

764,000 

9.5 

Median  number  of  rooms . 

4.66 

- 

4.77 

- 

5.15 

- 

4.04 

- 

4.61 

RURAL-FARM 

Total . 

7,492,000 

100.0 

6,662,000 

100.0 

4,322,000 

100.0 

2,340,000 

100.0 

7 ,642,000 

100.0 

1  room . 

147,000 

2.0 

75,000 

1.1 

37,000 

0.9 

38,000 

1.6 

207 ,000 

2.7 

2  rooms . 

526,000 

7.0 

333,000 

5.0 

144,000 

3.3 

189,000 

8.1 

721,000 

9.4 

8  roons . . . . 

946 ,000 

12.6 

779,000 

11.7 

322,000 

7.5 

457,000 

19.5 

1,135,000 

14.9 

4  roons . 

1,483,000 

19.8 

1,318,000 

19.8 

715,000 

16.5 

603,000 

25.8 

1,529,000 

20.0 

5  roons . 

1,303,000 

17.4 

1,197,000 

le.o 

844,000 

19.5 

353,000 

15.1 

1,165,000 

15.2 

6  rooms . 

1,208,000 

16.1 

1,144,000 

17.2 

859 ,000 

19.9 

285,000 

12.2 

1,082,000 

14.2 

7  roons . . . 

800,000 

10.7 

775,000 

11.6 

585,000 

13.5 

190,000 

8.1 

686 ,000 

9.0 

8  or  more  rooms . 

1,079,000 

14.4 

1,041,000 

15.6 

816,000 

18.9 

225,000 

9.6 

1,117,000 

14.6 

Median  number  of  rooms . 

4.99 

- 

5.19 

- 

5.62 

- 

4.31 

4.70 

- 

OCCUPIED  BY  VETERAN  HOUSEHOLDS 

Total . 

- 

- 

10,543,000 

100.0 

5,195,000 

100.0 

5,348,000 

100.0 

* 

- 

1  roon . 

149,000 

1.4 

24,000 

0.5 

125,000 

2.3 

- 

- 

2  roons . 

_ 

_ 

724,000 

6.9 

84,000 

1.6 

640,000 

12.0 

* 

3  rooms . 

_ 

- 

1,649,000 

15.6 

318,000 

6.1 

1,331,000 

24.9 

- 

“ 

4  roons . 

- 

2,227,000 

21.1 

812,000 

15.6' 

1,415,000 

26.5 

5  roons . 

_ 

- 

2,223,000 

21.1 

1,302,000 

25.1 

921,000 

17.2 

“ 

- 

6  roons . 

- 

- 

1,838,000 

17.4 

1,249,000 

24.0 

589,000 

11.0 

- 

“ 

7  rooms . 

- 

- 

832,000 

7.9 

668,000 

12.9 

164,000 

3.1 

8  or  more  rooms . . . 

- 

- 

901,000 

8.5 

738,000 

14.2 

163,000 

3.0 

Median  number  of  rooms . 

- 

- 

4.74 

- 

5.55 

- 

3.91 

OCCUPIED  BY  NONVETERAN  HOUSEHOLDS 

Total. . . . . 

_ 

- 

28,473,000 

100.0 

16,152,000 

100.0 

12,321,000 

100.0 

- 

1  room . . . 

_ 

_ 

558,000 

2.0 

114,000 

0.7 

444,000 

3.6 

- 

- 

2  rooms . 

- 

- 

1,874,000 

6.6 

425,000 

2.6 

1,449,000 

11.8 

3  roons . . . 

_ 

. 

3,616,000 

'  12.7 

1,048,000 

6.5 

2,568,000 

20.8 

“ 

4  roons . 

_ 

_ 

5,660,000 

19.9 

2,477,000 

15.3 

3,183,000 

25.8 

" 

5  rooms . 

- 

- 

6,378,000 

22.4 

4,112,000 

25.5 

2,256,000 

18.4 

6  rooms . 

_ 

- 

5,392,000 

IS. 9 

3 ,956 ,000 

24.5 

1,436,000 

11.7 

“ 

“ 

7  rooms . 

. 

- 

2,517,000 

c.8 

1,994,000 

12.3 

523,000 

4.2 

- 

“ 

8  or  more  roons . 

- 

- 

2,478,000 

8.7 

2,026,000 

12.5 

452,000 

3.7 

Median  number  of  rooms . 

- 

- 

4.90 

- 

5.48 

4.03 

“ 

“ 

fc 
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Table  15.—  NUMBER  OF  ROOMS,  FOR  THE  UNITED  STATES,  ST  REGIONS 


REGION  AND  NUMBER  OF  ROOMS 

1947 

ALL  DWELLING 
UNITS, 

APRIL,  1940 

All  ordinary 
dwelling 
units 

Urban  and  rural -nonfarm 

Rural-farm 

Total 

Urban 

Rural -nonfarm 

Number 

Per¬ 

cent 

Number 

Per¬ 

cent 

Number 

Per¬ 

cent 

Number 

Per¬ 

cent 

Number 

Per¬ 

cent 

Number 

Per¬ 

cent 

TIE  NGRTi EASTERN  STATES 

Total . 

11,370,000 

100.0 

10,698,000 

100.0 

8,304,000 

100.0 

2,394,000 

100.0 

672,000 

100.0 

10,313,000 

100.0 

1  room . 

84,000 

0.7 

83,000 

0.8 

55,000 

0.7 

28,000 

1.2 

1,000 

0.1 

190,000 

1.9 

2  rooms . 

355,000 

3.1 

342,000 

3.2 

276,000 

3.3 

66,000 

2.8 

13,000 

1.9 

458,000 

4.4 

3  rooms . 

1,331,000 

11.7 

1,310,000 

12.2 

1,138,000 

13.7 

172,000 

7.2 

21,000 

3.1 

1,243,000 

12.1 

4  rooms . 

2,139,000 

18.8 

2,084,000 

19.5 

1,684,000 

20.3 

400,000 

16.7 

55,000 

8.2 

1,797,000 

17.4 

5  rooms ••••••••••••••••••••••* 

2,247,000 

19.8 

2,179,000 

20.4 

1,661,000 

20.0 

518,000 

21.6 

68,000 

10.1 

1,922,000 

18.6 

6  rooms . 

2,549,000 

22.4 

2,417,000 

22.6 

1,858,000 

22.4 

559,000 

23.4 

132,000 

19.6 

2,282,000 

22.1 

7  rooms . 

1,270,000 

11.2 

1,153,000 

10.8 

862,000 

10.4 

291,000 

12.2 

117,000 

17.4 

995,000 

9.6 

3  or  moro  rooms •••••••••*••••• 

1,395,000 

12.3 

1,130,000 

10.6 

770,000 

9.3 

360,000 

15.0 

265,000 

39.4 

1,426,000 

13.8 

Median  number  of  rooms . . 

5.29 

- 

5.20 

- 

5.10 

- 

5.52 

- 

6.89 

- 

5.26 

- 

THE  NORTH  CENTRAL  STATES 

Total . 

12,806,000 

100.0 

10,256,000 

100.0 

7,566,000 

100.0 

2,690,000 

100.0 

2,550,000 

100.0 

11,597,000 

100.0 

1  room . . . . 

300,000 

2.3 

264,000 

2.6 

189,000 

2.5 

75,000 

2.8 

36,000 

1.4 

377,000 

3.3 

2  rooms . 

880,000 

6.9 

760,000 

7.4 

581,000 

7.7 

179,000 

6.7 

120,000 

4.7 

742,000 

6*4 

3  rooms . 

1,279,000 

10.0 

1,113,000 

10.9 

806,000 

10.7 

307,000 

11.4 

166,000 

6.5 

1,210,000 

10.4 

4  rooms ••*•••••••••••»•••••••• 

2,180,000 

17.0 

1,870,000 

18.2 

1,341,000 

17.7 

529,000 

19.7 

310,000 

12.2 

1,897,000 

16.4 

5  rooms . 

3,010,000 

23.5 

2,601,000 

25.4 

1,972,000 

26.1 

629,000 

23.4 

409,000 

16.0 

2,621,000 

22.6 

6  rooms . . . 

2,509,000 

19.6 

2,013,000 

19.6 

1,551,000 

20.5 

462,000 

17.2 

496,000 

19.5 

2,210,000 

19.1 

7  rooms . 

1,354,000 

10.6 

918,000 

9.0 

629,000 

8.3 

289,000 

10.7 

436,000 

17.1 

1,157,000 

10.0 

8  or  more  rooms . 

1,294,000 

10.1 

717,000 

7.0 

497,000 

6.6 

220,000 

8.2 

577,000 

22.6 

1,383,000 

11.9 

Median  number  of  rooms . 

5.09 

- 

4.93 

- 

4.94 

- 

4.91 

- 

5.97 

- 

5.10 

-• 

TIE  SOUTH 

1 otal  ••••••••••••••••••* 

11,905,000 

100.0 

8,437,000 

100.0 

5,254,000 

100.0 

3,183,000 

100.0 

3,468,000 

100.0 

10,876,000 

100.0 

1  room . 

281,000 

2.4 

245,000 

2.9 

160,000 

3.0 

85,000 

2.7 

36,000 

1.0 

425,000 

3.9 

2  rooms . 

1,121,000 

9.4 

815,000 

9.7 

526,000 

10.0 

289,000 

9.1 

306,000 

8.8 

1,481,000 

13.5 

3  rooms . 

2,328,000 

19.6 

1,669,000 

19.8 

1,037,000 

19.7 

632,000 

19.9 

659,000 

19.0 

2,217,000 

20.4 

4  rooms . 

2,903,000 

24.4 

1,932,000 

22.9 

1 ,030,000 

19.6 

902,000 

28.3 

971,000 

28.0 

2,396,000 

22.0 

5  rooms . . . . 

2,443,000 

20.5 

1,770,000 

21.0 

1,134,000 

21.6 

636,000 

20.0 

673,000 

19.4 

1,852,000 

17.0 

6  rooms . 

1,695,000 

14.2 

1,240,000 

14.7 

854,000 

16.3 

336,000 

12.1 

455,000 

13.1 

1,375,000 

12.6 

7  rooms . . . 

560,000 

4.7 

338,000 

4.6 

253,000 

4.8 

135,000 

4.2 

172,000 

5.0 

520,000 

4.8 

8  or  more  rooms . 

574,000 

4.8 

378,000 

4.5 

260,000 

4.9 

118,000 

3.7 

196,000 

5.7 

610,000 

5.6 

Median  number  of  rooms . 

4.27 

- 

4.27 

- 

4.33 

- 

4.15 

- 

4.25 

- 

4.05 

- 

THE  VEIN? 

Total* *••••*•••••••••••• 

5,544,000 

100.0 

4,742,000 

100.0 

3,306,000 

100.0 

1,436,000 

100.0 

802,000 

100.0 

4,539,000 

100.0 

1  room . 

308,000 

5*6 

234,000 

4.9 

155,000 

4.7 

79,000 

5.5 

74,000 

9.2 

333,000 

7.3 

2  rooms . 

707,000 

12.8 

620,000 

13.1 

457,000 

13.8 

163,000 

11.4 

87,000 

10.8. 

577,000 

12i.  7 

3  rooms . 

848,000 

15.3 

748,000 

15.8 

500,000 

15.1 

248,000 

17.3 

100,000 

12.5 

733,000 

16.1 

4  rooms . 

1,186,000 

21.4 

1,039,000 

21.9 

675,000 

20.4 

364,000 

25.3 

147,000 

18.3 

394,000 

19.7 

5  rooms . 

1,271,000 

22.9 

1,118,000 

23.6 

796,000 

24.1 

322,000 

22.4 

153,000 

19.1 

1,005,000 

22.1 

6  rooms . 

705,000 

12.7 

580,000 

12.2 

413,000 

12.5 

167,000 

11. G 

125,000 

15.6 

539,000 

11.9 

7  rooms . 

285,000 

5.1 

210,000 

4.4 

160,000 

4.8 

50,000 

3.5 

75,000 

9.4 

235,000 

5.2 

3  or  more  rooms . 

234,000 

4.2 

193,000 

4.1 

150,000 

4.5 

43,000 

3.0 

41,000 

5.1 

223,000 

4.9 

Median  number  of  rooms . 

4.27 

- 

4.24 

- 

4.30 

- 

4.13 

- 

4.45 

- 

4.20 

- 

Mfi  I 
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Table  16. — NUMBER  OF  PERSONS- BY  fEKOaS,'  FOR,  T&E  -W.'BfeD- STATES 


AREA  AND  NUMBER  OF  PERSONS 


UNITED  STATES 

Total. . . . . 

1  person . 

2  persons . . . . . 

3  persons . . . 

4  persons . . . . . 

5  persons . . 

6  persons . 

2  persons . . . • . . 

8  or  more  persons . 

Median  number  of  persons . 

URBAN  AND  RURAL-NONF*RM 
Total . . . . 

1  person . . . 

2  persons . . . . . 

3  persons . . . . 

4  persons . . 

5  persons. . . . . 

6  persons . . . . 

7  persons . . . 

8  or  more  persons . . . 

Median  number  of  persons . . 

URBAN 

Total . . . 

1  person . . . 

2  persons.. . . . . . . 

3  persons . 

4  persons . . . . 

5  persons . . . . . 

6  persons............... . . 

7  persons . . . 

8  or  more  persons.... . . 

Median  number  of  persons . . . 

RURAL-N  QNF  ARM 

Total . 

1  person . . 

2  persons. . . . 

3  persons . . . 

4  persons . . . 

5  persons . . . . 

6  persons . . . . . 

7  persons . . . . . 

8  or  more  persons . 

Median  number  of  persons . . 

RURAL— F^RM 

Total . 

1  person . . . 

2  persons. . . . . . 

3  persons . . . 

4  persons . 

5  persons . . 

6  persons . .- . . 

7  persons..... . . . 

8  or  more  persons . . . . 

Median  number  of  persons . . 

OCCUPIED  BY  VETERAN  HOUSEHOLDS 
Total . 

1  person . . . 

2  persons . . . . . . 

3  persons . . 

4  persons . 

5  persons . . . . 

6  persons . 

7  persons . . . . 

8  or  more  persons . 

Median  number  of  persons... . 

OCCUPIED  BY  NONVETERAN  HOUSEHOLDS 
Total . 

1  person. . . . . . 

2  persons . . . 

3  persons . . . . 

4  persons . 

5  persons . 

6  persons . . . . . . 

7  persons . . . 

8  or  more  persons . . . . . 

Median  number  of  persons . 


ALL  ORDINARY  OCCUPIED  DWELLING  UNITS,  1947 


Total 

5wner-oceupied 

t* 

Tenant-occupied 

DWELLING  UNTTS, 

APRIL,  1940 

Number 

Percent 

Number 

Percent 

Number 

Percent 

Number 

Percent. 

39,016,000 

100.0 

21,347,000 

100.0 

e 

17,669,000 

100.0 

34,855,000 

100.0 

2,864,000 

7.3 

1,256,000' 

5a 

1,608,000 

'9.1 

'2,677,000 

7.7 

10,596,000 

27.2 

5,568,000 

i  26.1 

5,028,000 

28.5 

8,630,000 

24.8 

8,954,000 

22.9 

4,769,000 

£2.3 

4,185,000 

23.7 

7,796,000 

22.4 

7,359,000 

13.9 

4,280,000 

20,0 

3,079,000 

17.4 

6,325,000 

18.1 

4,344,000 

11.1 

2,601,000 

12.2 

1,743,000 

9.9 

4,013,000 

11.5 

3,273,000 

5.8 

1,373,000 

6.4- 

900,000 

5.1 

,  -2,360,000. 

6.8 

1,140,000 

■  2.9 

659,000 

3.1 

481,000 

2.7 

1,341,000 

3.8 

1,486,000 

3.8 

841,000 

3.9 

645,000 

3.7 

•  1,713,000 

4.9 

3.18 

'  - 

3.31 

-: 

3.03 

- 

3.29 

- 

32,354,000 

100.0 

17,025,000 

100.0 

15,329,000 

100.0, 

27,748,000 

100.0 

2,604,000 

8.0 

1,074,000 

6.3 

1,530,000 

10.0 

2,316,000 

8.3 

9,010,000 

27,8 

4,468,000 

26.2 

4,542,000 

29.6 

7,242,000 

26.1 

7,549,000 

23.3 

3,836,000 

22.5 

3,713,000 

24.2 

6,383,000 

28.0 

6,099,000 

18.9 

3,435,000 

20.2 

2,664,000 

17.4 

5,063,000 

18.2 

3,508,000 

10.8 

2,079,000 

12.2 

1,429,000 

9.3 

3,066,000  - 

11.0 

1,710,000 

5.3 

1,038,000 

6.1 

672,000 

4.4 

1,704,000 

6.1 

854,000 

2.6 

489,000 

2.9 

365,000 

2.4 

912,000 

3.3 

1,020,000 

3.2 

606,000 

3.6 

414,000 

2.7 

1,062,000 

3.8 

3.10 

- 

3.27 

* 

2.93 

- 

3.18 

- 

23,835,000 

100.0 

11,547,000 

100.0 

12,288,000 

100.0 

20,597,000 

100.0 

1,983,000 

8.3 

660,000 

5.7 

1,323,000 

10.9  . 

1,671,000 

8.1 

6,627,000 

27.8 

2,911,000 

25.2 

3,716,000 

30.2 

5,441,000 

26.4 

5,659,000 

23;7 

2,661,000 

23.0 

2,998,000 

24.4 

4,800,000 

23.3 

4,466,000 

18.7 

2,370,000 

20,5 

2,096,000 

17.1 

3,801,000 

18^5 

2,544,000 

10.7 

1,452,000 

12.6 

1,092,000 

'  8.9 

2,272,000 

'  ll'.O 

1,246,000 

5.2 

758,000 

6.6 

488,000 

4.0 

1,233,000 

6.0 

607,000 

2.5 

324,000 

2.8 

283,000 

2.3 

6-45,00.0 

3.1 

703,000 

2.9 

411,000 

3.6 

292 ,000 

2.4 

734,000 

3.6 

3.08 

3.33 

2.87 

- 

3.16 

8,519,000 

100.0 

5,478,000 

100.0 

3,041,000 

100.0 

7,151,000 

100.0 

621,000 

7.3 

414,000 

7.6 

207,000 

6.8 

645,000 

9.0 

2,383,000 

28.0 

1,557,000 

28.4 

826,000 

27.2 

1,801,000 

25.2 

1,890,000 

22.2 

1,175,000 

21.4 

"  715,000 

23.5 

1,583,000 

22.1 

1,633,000 

19.2 

1,065,000 

19.4 

568,000 

'  18.7 

1,262,000 

17.6 

964,000 

11.3 

.  627,000 

11.4 

337,000 

n  a 

794,000 

11.1 

464,000 

5.4 

280,000 

5.1 

184,000 

6.1 

471,000 

6.6 

247,000 

2.9 

165,000 

3.0 

82,000 

2.7 

267,000 

3.7 

31.7,000 

3.7 

195,000 

3.6 

122,000 

4.0 

328,000 

4.6 

3.16 

- 

-  3.15 

- 

3.18 

- 

3.21, 

- 

6,662,000 

100.0 

4,322,000 

100.0 

2,340,000 

100.0 

7,107,000 

.100.0 

260,000 

3.9 

182,000 

4.2 

78,000 

3.3 

361,000 

5.1 

1,586,000 

23.8 

1,100,000 

25.5 

486,000 

20.9 

1,388,000 

19.5 

1,405,000 

21.1 

933,000 

21.6 

472,000 

20.2 

1,413,000 

19.9 

1,260,000 

18.9 

845,000 

19.6 

415,000 

17.7 

1,262,000 

17.8 

836,000 

12.5 

522,000 

12,1 

314,000 

13.4 

947,000 

13.3 

563,000 

8.5 

335,000 

7.8 

228,000 

9.7 

656,000 

9.2 

286,000 

4.3 

170,000 

3.9 

116,000 

5.0 

429,000 

6.0 

466,000 

7.0 

235,000 

5.4 

231,000 

9.9 

651,000  . 

9  .2 

3.56 

“ 

3.44 

- 

3.32 

- 

3.81 

- 

10,543,000 

100.0 

5,195,000 

100.0 

5,348,000 

100.0 

....  _ 

_ 

103,000 

1.0 

20,000 

0.4 

83,000 

1.6 

2,069,000 

19.5 

628,000 

12.1 

1,441,000 

•26.9 

- 

_ 

2,961,000 

28.1 

1,314,000 

25.3 

1,647,000 

30.8 

s. 

2,245,000 

21.3 

1,284,000 

24.7 

961,000 

18.0 

‘  ;  .  '  > 

•  '  - 

1,432,000 

13.6 

860,000 

16.6 

572,000 

10,7 

\ 

- 

809,000 

7.7 

513,000 

9.9 

296,000 

5.5 

- 

- 

368,000 

3*'? 

250,000 

4.8 

133,000 

2.6 

- 

t  - 

536,000 

5.1 

326,000 

6.3 

210,000 

3.9 

- 

3.56 

- 

3.99 

- 

3.20 

- 

- 

•  - 

28,473,000 

100.0 

16,152,000 

100.0 

12,321,000 

100.0 

- 

2,761,000 

9.7 

1,236,000 

7.7 

1,525,000 

12.4 

- 

- 

8,527,000 

29.9 

4,940,000 

30.6 

3,587,000 

29.1 

- 

- 

5,993,000 

21.0 

3,455,000 

21.4 

2,538,000 

20.6 

- 

- 

5,114,000 

18.0 

2,996,000 

18.5 

2,118,000 

17.2 

- 

- 

2,912,000 

10.2 

1,741,000 

10.8 

1,171,000 

9.5 

- 

- 

1,464,000 

5.1 

860,000 

5.3 

004,000 

4.9 

- 

- 

752,000 

2.6 

409,000 

2.5 

343,000 

2.8 

- 

- 

950,000 

3.3 

515,000 

3.2 

435,000 

3.5 

“ 

- 

2.99 

- 

3.05 

- 

2.91 

- 

- 

- 

ALL  OCCUPIED 
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Table  17 . — NUMBER  OF  PERSONS ,  FOR  THE  UNITED  STATES,  BY  REGIONS 


REGION  AND  NUMBER 
OF  PERSONS 


THE  NORTHEASTERN  STATES 


Total »..«.....f 


1  person . 

2  persons . . 

3  persons . . 

4  persons . 

5  persons . 

6  persons . 

7  persons . . 

8  or  more  persons. 


Median  number  of  persons. 


1947 


THE  NORTH  CENTRAL  STATES 

Total . . . 

1  person. . . . . 

2  persons . .  . . . 

3  persons . 

4  persons . 

5  persons . 

6  persons . . . 

7  persons . 

8  or  more  persons ........... 

Median  number  of  persons.... 


THE  SOUTH 

Total . 

1  person . 

2  persons . 

3  persons . 

4  persons . 

5  persons . 

6  persons . 

7  persons . 

8  or  more  persons . 

Median  number  of  persons 


THE  WEST 

Total . 

1  person . 

2  persons . 

3  persons . 

4  persons . 

5  persons . 

6  persons . 

7  persons . 

8  or  more  persons . 

Median  number  of  persons. 


All  ordinary 

Urben  and  'rural-nonfarm 

Rural- 

■farm 

ALL  OCCUPIED 
DWELLING  UNITS, 
APRIL,  1940 

units 

Totf 

)1 

Urban 

Rural-nonfarm 

Number 

Per¬ 

cent 

Number 

Per¬ 

cent 

Numb  er 

Per¬ 

cent 

Number 

Per¬ 

cent 

Number 

Per¬ 

cent 

Number 

Per¬ 

cent 

1.0,716,00C 

100.0 

10,130,000 

100.0 

8,119,000 

1OC.0 

2, 012.00C 

100. C 

5e6,000 

100.0 

9 ,479,000 

100.0 

743, ooc 

6.9 

710,000 

7.0 

585,000 

7.2 

125,000 

6.2 

33,000 

5.6 

662,000 

7  .n 

2 f 7 62 ,000 

25.8 

2,645,000 

26.1 

2,065,000 

25.4 

580 ,00C 

28.8 

117,000 

20.0 

2  ,265^000 

23,9 

Cj ,  505 , 00 U 

23.4 

2,384,000 

£3.5 

1,940,000 

23.9 

444,000 

22.1 

121,000 

20.6 

2,161 ,000 

2? 

2,166 ,000 

20.2 

2,045,000 

20.2 

1,635,000 

20.1 

410,000 

20.4 

121,000 

20.6 

1,922,000 

1  9  ,2 

1,239,000 

11  •  6 

1,161,000 

11.5 

932,000 

11.5 

229,000 

11.4 

77,000 

13.1 

1 ,149 ,000 

12.1 

663,000 

6.2 

607,000 

6.0 

506,000 

6.2 

101,000 

5.0 

56,000 

9.6 

653,000 

6.9 

287,000 

2.7 

266,000 

2.6 

218,000 

2.7 

48,000 

2.4 

21,000 

3.6 

353,000 

3.7 

352,000 

3.3 

312,000 

3.1 

237,000 

2.9 

75,000 

3.7 

40,000 

6.8 

414^000 

4.4 

3.24 

3.22 

“* 

3^23 

“ 

3.18 

3.68 

- 

3.34 

- 

12,064,000 

100.0 

9,759,000 

100. c 

7,446,000 

100.0 

2,313,000 

100.0 

2,305,000 

100.0 

10,954,000 

100.0 

978,000 

8.1 

862,000 

8.8 

650,000 

8.7 

212,000 

9.2 

116,000 

5.0 

837,000 

7.6 

3,500 ,U00 

29.0 

2,872,000 

29.4 

2,147,000 

28.8 

725,000 

31.3 

628,000 

27.2 

2,840,000 

25.9 

2,758,000 

22.9 

2, 22S, 000 

22.8 

1,740,000 

23.4 

488,000 

21.1 

530,000 

23.0 

2,521 ,000 

23.0 

2,180,000 

18.1 

1,758,000 

18.0 

1,367,000 

18.4 

391,000 

16.9 

422,000 

18.3 

2,018,000 

18.4 

1,247,000 

10.3 

1,011,000 

10.4 

779,000 

10.5 

232,000 

10.0 

236,000 

10.2 

1,250,000 

11.4 

654,000 

5.4 

469,000 

4.8 

348,000 

4.7 

121,000 

5.2 

185,00*0 

8.0 

701 ’,000 

6.4 

343,000 

2.8 

259,000 

2.7 

191,000 

2.6 

68,000 

2.9 

84,000 

3.6 

374*000 

3.4 

404,000 

3.3 

300,000 

3.1 

224,000 

3.0 

76,000 

3.3 

104,000 

4.5 

423^000 

3.9 

3.06 

3.01 

3.03 

- 

2.95 

- 

3.27 

- 

3.22 

- 

11,070,000 

100.0 

8,003,000 

100.0 

5,076,000 

100.0 

2,927,000 

100.0 

3,067,000 

100.0 

10,278,000 

100.0 

586,000 

5.3 

528,000 

6.6 

371,000 

7.3 

157,000 

5.4 

58,000 

1.9 

638,000 

6.2 

2,810,000 

25.4 

2,139,000 

26.7 

1,402,000 

27.6 

737,000 

25.2 

671,000 

21.9 

2,322,000 

22.6 

2,555,000 

23.1 

1,915,000 

23.9 

1,231,000 

24.3 

684,000 

23.4 

640,000 

20.9 

2,196,000 

21.4 

2,033,000 

18.4 

1,476,000 

18.4 

906,000 

17.8 

570,000 

19.5 

557,000 

18.2 

1,803,000 

17.5 

1,365,000 

12.3 

.  921,000 

11.5 

550,000 

10.0 

371,000 

12.7 

444,000 

14.5 

1 ,239  joOO 

12.1 

728,000 

6.6 

460,000 

5.7 

291,000 

5.7 

169,000 

5.8 

268,000 

8.7 

810,000 

7.9 

400,000 

3.6 

250,000 

3.1 

145,000 

2.9 

105,000 

3.6 

150,000 

4.9 

513,000 

5.0  • 

593,000 

5.4 

314,000 

3.9 

180,000 

3.5 

134,000 

4.6 

279,000 

9.1 

757,000 

7.4 

3.34 

“ 

3.20 

3.12 

“ 

3.33 

- 

3.80 

- 

3.49 

■ 

- 

5,166,000 

100.0 

4,462,000 

100.0 

3,195,000 

100.0 

1,267,000 

100. c 

704,000 

100.0 

4,134,000 

100.0 

557,000 

10.fi 

504,000 

11.3 

377,000 

11.9 

127,000 

10.0 

53,000 

7.5 

540,000 

13.1 

1,524,000 

29.5 

1,354,000 

30.3 

1,013,000 

31.7 

341,000 

26.9 

170,000 

24.1 

1,203,000 

29.1 

1,136,000 

22.0 

1,023,000 

22.9 

748,000 

23.4 

274,900 

21.6 

114,000 

16.2 

918,000 

22.2 

980,000 

19.0 

820,000 

18.4 

558,000 

■  17.5 

262,000 

20.7 

160,000 

22.7 

682,000 

16.5 

494,000 

9.6 

415,000 

9.3 

283,000 

8.9 

132,000 

10.4 

79,000 

11.2 

375,000 

9.1 

22p  ,000 

4.4 

174,000 

3.9 

101,000 

3.2 

73,000 

5.8 

54,000 

7.7 

196,000 

4.7 

110,000 

2.1 

79,000 

1.8 

53,000 

1.7 

26,000 

2.1 

31 ,000 

4.4 

101,000 

2.4 

137 ,000 

2.7 

94,000 

2.1 

62,000 

1.9 

32,000 

2.5 

43,000 

6.1 

119,000 

2.9 

2.94 

- 

2.86 

- L 

2.78 

- 

3.10 

- 

3.59 

- 

2.85 

- 

iS»3! 


-  32 


Table  18.— .PERSONS  PER  ROOM  BY  TENURE,  FOR  THE  UNITED  STATES 


AREA  AND  PERSONS  PER  ROOM 

ALL  ORDINARY  OCCUPIED  DULLING  UNITS,  1947 

ALL  OCCUPIED 
DWELLING  UNITS, 

APRIL,  1940 

Total 

Owner-occupied 

Tenant -occupied 

Number 

Percent 

Number 

Percent 

Number 

Percent 

Number 

Percent 

UNITED  STATES 

Total . 

39,016,000 

100.0 

21,347,000 

100.0 

17,669,000 

100.0 

34,855,000 

100.0 

0.50  or  le33 . 

13,651,000 

35.0 

9,025,000 

42.3 

4,626,000 

26.2 

10,976,000 

31.5 

0.51  to  1.50 . 

22,998,000 

58.9 

11,506,000 

53.9 

11,492,000 

65.0 

20,756,000 

59.5 

1.51  or  more . 

2,367,000 

6.1 

816,000 

3.8 

1,551,000 

8.8 

3,123,000 

9.0 

URBAN  AID  RURAE-NQNFARM 

Total . 

32,354,000 

100.0 

17,025,000 

100.0 

15,329,000 

100.0 

27,748,000 

100.0 

0.50  or  less . 

11,299,000 

34.9 

7,233,000 

42.5 

4,066,000 

26.5 

8,888,000 

32.0 

0.51  to  1.50 . 

19,346,000 

59.8 

9,229,000 

54.2 

10,117,000 

66.0 

16,880,000 

60.8 

1.51  or  more . 

1,709,000 

5.3 

563,000 

3.3 

1,146,000 

7.5 

1,980,000 

7.1 

URBAN 

Total . 

23,835,000 

100.0 

11,547,000 

100.0 

12,288,000 

100.0 

20,597,000 

100.0 

0.50  or  less . 

8,234,000 

34.5 

4,945,000 

42.8 

3,289,000 

26.8 

6,471,000 

31.4 

0.51  to  1.50 . 

14,553,000 

61.1 

6,353,000 

55.0 

8,200,000 

66.7 

12,942,000 

62.8 

1.51  or  more . 

1,048,000 

4.4 

249,000 

2.2 

799,000 

6.5 

1,184,000 

5.7 

RURAL-NQNFARM 

Total . . . . . 

8,519,000 

100.0 

5,478,000 

100.0 

3,041,000 

100.0 

7,151,000 

100.0 

0.50  or  less . 

3,065,000 

35.0 

2,288,000 

41.8 

777,000 

25.6 

2,417,000 

33.8 

0.51  to  1.50 . 

4,793,000 

56.3 

2,876,000 

52.5 

1,917,000 

63.0 

3,938,000 

55.1 

1.51  or  more..... . . 

661,000 

7.8 

314,000 

5.7 

347,000 

11.4 

796,000 

11.1 

RURAL-FARM 

Total.  . . . . . 

6,662,000 

100.0 

4,322,000 

100.0 

2,340,000 

100.0 

7,107,000 

100.0 

0.50  or  less . . . 

2,352,000 

35.3 

1,792,000 

41.5 

560,000 

23.9 

2,088,000 

29.4 

0.51  to  1.50 . . . 

3,652,000 

54.8 

2,277,000 

52.7 

1,375,000 

58.8 

3,876,000 

54.5 

1.51  or  more . 

658,000 

9.9 

253,000 

5.S 

405,000 

17.3 

1,143,000 

16.1 

OCCUPIED  BY  VETERAN  HOUSEHOLDS 

Total . 

10,543,000 

100.0 

5,195,000 

100.0 

5,348,000 

100.0 

- 

- 

0.50  or  less . 

2,109,000 

20.0 

1,263,000 

24.3 

846,000 

15.8 

- 

- 

C.51  to  1.50 . 

7,728,000 

73.3 

3,709,000 

71.4 

4,019,000 

75.1 

- 

- 

1.51  or  more... . . . . 

706,000 

6.7 

223,000 

4.3 

483,000 

9.0 

- 

- 

OCCUPIED  BY  NQNVETERAN  HOUSEHOLDS 

Total. . . . 

28,473,000 

100.0 

16,152,000 

100.0 

12,321,000 

100.0 

- 

- 

0.50  or  less . 

11,542,000 

40.5 

7,762,000 

48.1 

3,780,000 

30.7 

_ 

_ 

0.51  to  1.50. . . . 

15,270,000 

53.6 

7,797,000 

48.3 

7,473,000 

60.7 

- 

- 

1.51  or  more . 

1,661,000 

5.8 

593,000 

3.7 

1,068,000 

8.7 

- 

Table  19.— PERSONS  PER  ROOM, FOR  THE  UNITED  STATES,  BY  REGIONS 


1947 

REGION  AND  PERSONS 

PER  ROOM 

All  ordinary 
occupied 
dwelling  units 

Urban  and  rural -nonfarm 

DUELLING  UNITS, 
APRIL,  1940 

Total 

Urban 

Rural-nonfarm 

Number 

Per¬ 

cent 

Number 

Per¬ 

cent 

Number 

Per¬ 

cent 

Number 

Per¬ 

cent 

Number 

Per¬ 

cent 

Number 

Per¬ 

cent 

THE  NORTHEASTERN  STATES 

Total . 

10,716,000 

100.0 

10,130,000 

100.0 

8,118,000 

100.0 

2,012,000 

100.0 

086,000 

100.0 

9,479,000 

100.0 

0.50  or  less . . 

4,130,000 

38.5 

3,829,000 

37.8 

2,907,000 

35.8 

922,000 

45.8 

301,000 

51.4 

3,343,000 

35.3 

0 0 51  to  I •  50 ••••••••••••••••••••••• 

6,346,000 

59.2 

6,071,000 

59.9 

5,046,000 

62.2 

1,025,000 

50.9 

275,000 

46.9 

5,791,000 

61.1 

1.51  or  more......... . 

240,000 

2.2 

230,000 

2.3 

165,000 

2.0 

65,000 

3.2 

10,000 

'  1.7 

345,000 

3.6 

THE  NGRTh  GELTl'KAL  STATES 

Total . . . 

12,064,000 

100.0 

9,759,000 

100.0 

7,446,000 

100.0 

2,313,000 

100.0 

2,305,000 

100.0 

10,964,000 

100.0 

0.50  or  less . . . . 

4,826,000 

40.0 

3,720,000 

38.1 

2,721,000 

36.5 

999,000 

43.2 

1,106,000 

48.0 

3,972,000 

36.2 

0.51  to  1.50 . 

6,804,000 

56.4 

5,675,000 

58.2 

4,493,000 

60.3 

1,182,000 

51.1 

1,129,000 

49.0 

6,367,000 

58.1 

1.51  or  more... . . . . 

434,000 

3.6 

364,000 

'  3.7 

232,000 

3.1 

132,000 

5.7 

70,000 

3.0 

625,000 

5.7 

THE  SOUTH 

Total* ••••••••••••••••••••••• 

11,070,000 

100.0 

8,003,000 

100.0 

5,076,000 

100.0 

2,927,000 

100.0 

3,067,000 

100.0 

10,278,000 

100.0 

0  •  50  OI*  1 6  3S  ••••••••••••••••••  ••••• 

2,982,000 

26.9 

2,243,000 

28.1' 

1,504,000 

29.6 

744,1)00 

25.4 

734,000 

23.9 

2,309,000 

22.5 

0 • 51  to  I • 50 »•••••••••••••••••*•••• 

6,820,000 

61.6 

4,956,000 

61.9 

3,114,000 

61.3 

1,842,000 

62.9 

1,864,000 

60.8 

6,177,000 

60.1 

1.51  or  more . 

1,268,000 

11.5 

799,000 

10.0 

453,000 

9.0 

341,000 

11.7 

469,000 

15.3 

1,792,000 

17.4 

THE  WEST 

Total •••••■•••••••••••••••••• 

5,166,000 

100.0 

4,462,000 

100.0 

3,195,000 

100.0 

1,267,000 

100.0 

704,000 

100.0 

4,134,000 

100.0 

0 •  50  oi*  loss •••••••••••**•••••••••• 

1,713,000 

33.2 

1,502,000 

33.7 

1,102,000 

34.5 

400,000 

31.6 

211,000 

30.0 

1,352,000 

32.7 

0 » 51  to  1  •  50  •••*••••••••'••••••••••• 

3,028,000 

58.6 

2,644,000 

59.3 

1,900,000 

59,5 

744,000 

58.7 

384,000 

54.5 

2,421,000 

58.6 

1.51  or  more....... . . 

425,000 

8.2 

316,000 

7.1 

193,000 

6.0 

123,000 

9.7 

109,000 

15.5 

361,000 

8.7 

>4So3l 
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Table  20. — NUMBER  OF  "HUSBAND-WIFE"  SUBFAMILIES  BY  TENURE,  FOR  THE  UNITED  STATES:  APRIL,  1947 

(The  term  "subfamily"  as  used  in  this  report  includes  married  couples  not  related  to  the  head  of  the  household  as  well  as  those  couples 

related  to  the  head) 


AREA  AND  NUMBER  OF  "HUSBAND-WIFE" 

SUBFAMILIES 

ALL  ORDINARY 
OCCUPIED 

DWELLING  UNITS 

OVfNER-OCCtJPIED 

TENANT- OCCUPIED 

Number 

Percent 

Number 

Percent 

Number 

Percent 

UNITED  STATES 

Total  ordinary  occupied  dwelling  units . 

39,016,000 

100.0 

21,347,000 

100.0 

17,669,000 

.  100.0 

Containing  no  "husband-wife"  subfamilies . 

36,503,000 

93.6 

19,654,000 

92.1 

16,849,000 

95.4 

Containing  one  or  more  "husband-wife"  subfamilies . 

2,513,000 

6.4 

1,693,000 

7.9 

820,000 

4.6 

URBAN  AND  RURAL-NONFARlJ 

Total  ordinary  occupied  dwelling  units . 

32,354,000 

100.0 

17,025,000 

100.0 

15,329,000 

100.0 

Containing  no  "husband-wife"  subfamilies . . . 

30,240,000 

93.5 

15,633,000 

91.8 

14,607,000 

95.3 

Containing  one  or  more  "husband-wife"  subfamilies . 

2,114,000 

6.5 

1,392,000 

8.2 

722,000 

4.7 

URBAN 

1  ' 

Total  ordinary  occupied  dwelling  units . 

23,835,000 

100.0 

11,547,000 

100.0 

12,288,000 

100.0 

Containing  no  "husband-wife"  subfamilies . 

22,180,000 

93.1 

10,485,000 

90.8 

11,695,000 

95.2 

Containing  one  or  more  "husband-wife"  subfamilies . 

1,655,000 

6.9 

1,062,000 

9.2 

593,000 

4.8 

RURAL-NONFARM 

Total  ordinary  occupied  dwelling  units . 

8,519,000 

100.0 

5,478,000 

100.0 

3,041,000 

100.0 

Containing  no  "husband-wife"  subfamilies . 

8,060,000 

94.6 

5,148,000 

94.0 

2,912,000 

95.8 

Containing  one  or  more  "husband-wife"  subfamilies . 

459,000 

5.4 

330,000 

6.0 

129,000 

4.2 

/  RURAL-FARM 

Total  ordinary  ocaupied  dwelling  units . 

6,662,000 

100.0 

4,322,000 

100.0 

2,340,000 

100.0 

Containing  no  "husband-wife"  subfamilies . 

6,263,000 

94.0 

4,021,000 

93.0 

2,242,000 

95.8 

Containing  one  or  more  "husband-wife"  subfamilies . 

399,000 

6.0 

301,000 

7.0 

98,000 

4.2 

OCCUPIED  BY  VETERAN  HOUSEHOLDS 

Total  ordinary  occupied  dwelling  units . 

10,543,000 

100.0 

5,195,000 

100.0 

5,348,000 

100.0 

Containing  no  "husband-wife"  subfamilies . 

9,047,000 

85.8 

4,210,000 

81.0 

4,837,000 

90.4 

Containing  one  or  more  "husband-wife"  subfamilies . 

1,496,000 

14.2 

985,000 

19.0 

511,000 

9.6 

OCCUPIED  BY  NONVETSRAN  HOUSEHOLDS 

Total  ordinary  occupied  dwelling  units . 

28,473,000 

100.0 

16,152,000 

100.0 

12,321,000 

100.0 

Containing  no  "husband-wife"  subfamilies . 

27,456,000 

96.4 

15,444,000 

95.6 

12,012,000 

97.5 

Containing  one  or  more  "husband-wife"  subfamilies . 

1,017,000 

3.6 

708,000 

4.4  • 

309,000 

2.5 

Table  21.— NUMBER  OF  "HUSBAND-WIFE "  SUBFAMILIES ,  FOR  THE  UNITED  STATES,  BY  RE  SI  OTIS:  APRIL,  1947 


- 

ALL  ORDINARY 
OCCUPIED  DWELLING 
UNITS 

URBAN  AND  RURAL-NONFARM 

PTTPAT  TP  A  PM 

REGION  AND  NUMBER  OF  "HUSBAND-WIFE" 
SUBFAMILIES 

Total 

Urban 

Rural-nonf  arm 

Number 

Per¬ 

cent 

Number 

Per¬ 

cent 

Number 

Per¬ 

cent 

Number 

Per¬ 

cent 

Number 

Per¬ 

cent 

THE  NORTHEASTERN  STATES 

Total  ordinary  occupied  dwelling  units.. 

10,716,000 

100.0 

10,130,000 

100.0 

8,118,000 

100.0 

2,012,000 

100.0 

586,000 

100.0 

Containing  no  "husband-wife"  subfamilies . 

Containing  one  or  more  "husband-wife"  sub- 

9,873,000 

92.1 

9,342,000 

92.2 

7,456,000 

91.8 

1,886,000 

93.7 

531,000 

90.6 

families . 

843,000 

7.9 

788,000 

7.8 

662,000 

8.2 

126,000 

6,3 

55,000 

9.4 

THE  NORTH  CENTRAL  STATES 

Total  ordinary  occupied  dwelling  units.. 

12,064,000 

100.0 

9,759,000 

100.0 

7,446,000 

100.0 

2,313,000 

100.0 

2,305,000 

100.0 

Containing  no  "husband-wife"  subfamilies . 

Containing  one  or  more  "husband-wife"  sub- 

11,342,000 

94.0 

9,160,000 

93.9 

6,946,000 

93.3 

2,214,000 

95.7 

2,162,000 

94.7 

families . 

722,000 

6.0 

599,000 

6.1 

500,000 

6.7 

99,000 

4.3 

123,000 

5.3 

THE  SOUTH 

Total  ordinary  occupied  dwelling  units.. 

11,070,000 

100.0 

8,003,000 

100.0 

5,076,000 

100.0 

2,927,000 

100.0 

3,067,000 

100.0 

Containing  no  "husband-wife"  subfamilies . 

10,345,000 

93.5 

7,455,000 

93.2 

4,705,000 

92.7 

2,750,000 

94.0 

2,890,000 

94.2 

Containing  one  or  more  "husband-wife"  sub- 

families . 

725,000 

6.5 

548,000 

6.8 

371,000 

7.3 

177,000 

6.0 

177,000 

5.8 

Tk  hi  TTPIST 

Total  ordinary  occupied  dwelling  units.. 

5,166,000 

100.0 

4  ,4^2,000 

100.0 

3,195,000 

100.0 

1,267,000 

100.0 

704,000 

100.0 

Containing  no  "husband-wife"  subfamilies . 

4,943,000 

95.7 

4,283,000 

96.0 

3,073,000 

96.2 

1,210,000 

95.5 

660,000 

93.7 

Containing  one  or  more  "husband-wi/e”  sub- 

families . 

223,000 

4.3 

179,000 

4.0 

122,000 

3.8 

57,000 

4.5 

44,000 

6.2 

*S*3i 
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Table  22.— CONTRACT  MONTHLY  RENT  IN  TENANT -OCCUPIED  DWELLING  UlJlTS,  FOR  THE  UNITED  STATES,  BY  REGIONS 


URBAN 

AND  RURAL-NONFARM  TEN ANT- OCCUPIED  ORDINARY 
DUELLING  UNITS,  1947 

ALL  TENANT-OCCUPIED 
URBAN  AND  RURAL-NONFARM 
DUELLING  TOUTS, 
APRIL,  1940 

AREA  AND  CONTRACT  MONTHLY  RENT 

Total 

Urban 

Rural-nonfarm 

Number 

Percent 

Number 

Percent 

Number 

Percent 

Number 

Percent 

UNITED  STATES 

Tenant-occupied  ordinary  dwelling 

15,329,000 

100.0 

12,288,000 

100.0 

3,041,000 

100.0 

16., 335, COO 

100.0 

1,102,000 

7.2 

481,000 

3.9 

621,000 

20.4 

2,862,000 

17.5 

$10  to  $19 . 

3^038*000 

3,585,000 

19. e 

2,052*000 

16.7 

986,000 

32.4 

4,543,000 

27.8 

$20  to  $29 . 

23.4 

2,966,000 

24.1 

619,000 

20.4 

3,885,000 

23.8 

$30  to  $39 . 

3,442,000 

22.5 

3 ,015  *000 

24.5 

427,000 

14.0 

2,546,000 

15.6 

$40  to  $49 . 

2,260,000 

14.7 

2^043^000 

16.6 

217,000 

7.1 

1,310,000 

8.0 

$50  or  more., . . . 

1*902,000 

12.4 

1, 731* 000 

14.1 

171,000 

5.6 

1,189,000 

7.3 

Median  monthly  rental . (dollars).. 

29.33 

31.64 

18.62 

21.46 

THE  NORTHEASTERN  STATES 

Tenant-occupied  ordinary  dwelling 

5,468,000 

100.0 

4,804,000 

lob.o 

664,000 

100.0 

5,715,000 

100.0 

52,000 

1.0 

16,000 

0.3 

36,000 

5.4 

249,000 

4.4 

$10  to  $19 . 

701,000 

12.3 

526*000 

10.9 

175,000 

26.4 

1,354,000 

23.7 

$20  to  $29 . 

1,484 \ 000 

27.1 

1,293*000 

26.9 

191,000 

28.8 

1,609,000 

28.2 

$30  to  $39 . 

1, 329^000 

24.3 

1,229,000 

25.6 

100,000 

15.1 

1,175,000 

20.6 

$40  to  $49 . 

1*027,000 

18.8 

*921,000 

19.2 

106*000 

16.0 

660,000 

11.5 

§50  or  more . •- . - . 

875,000 

16.0 

819*000 

17.0 

56,000 

8.4 

668,000 

11.7 

Median  monthly  rental . (dollars).. 

% 

THE  NORTH  CENTRAL  STATES 

33.24 

34.11 

25.84 

27.30 

Tenant-occupied  ordinary  dwelling 
units . 

4,079,000 

100.0 

3,499,000 

100.0 

580,000 

100.0 

4,641,000 

100.0 

Under  §10- . 

152,000 

3.7 

78,000 

2.2 

74,000 

12.8 

639,000 

13.8 

$10  to  $19 . 

939^000 

23.0 

684,000 

19.5 

255,000 

44.0 

1,425,000 

30.7 

$20  tn  A?q 

893^000 

960,000 

21.9 

23.5 

761*000 

873,000 

21.7 

132,000 

22.8 

1 , 144 , 000 

£4.6 

$30  to  $39. . . . 

24.9 

87*000 

15.0 

*751  *,000 

16.2 

$40  to  $49 . 

672  joOO 
463,000 

16.5 

655,000 

IB. 7 

17,000 

2.9 

392,000 

8.4 

§50  or  more . - 

11.4 

44e*000 

12.8 

15,000 

2.6 

290,000 

6.2 

Median  monthly  rental . (dollars).. 

30.08 

32.09 

17.97 

21.74 

- 

THE  SOUTH 

Tenant-occupied  ordinary  dwelling 
units . . 

3,828,000 

100.0 

2,458,000 

100.0 

1,370,000 

100.0 

4,073,000 

100.0 

4 

Under  §10 . 

839,000 

21.9 

358,000 

14.6 

481,000 

35.1 

1,744,000 

4  2:  8 

$10  to  $19 . . . 

1,128*000 

29.5 

689^000 

28.0 

439,000 

32.0 

1,191,000 

29.2 

$20  to  $29 . 

674 ,000 

17.6 

495,000 

20.1 

179  *,000 

13.1 

585,000 

14.4 

$30  to  $39 . 

567^000 

14.8 

422^000 

17.2 

145,000 

10.6 

284,000 

7.0 

$40  to  $49 . 

273,000 

7.3 

213,000 

8.7 

65,000 

4.7 

135,000 

3.3 

$50  or  more  -  --  -- . . 

342,000 

8.9 

281,000 

11.4 

61,000 

4.5 

134,000 

3.3 

Median  monthly  rental . (dollars).. 

19.03 

23.18 

14.15 

11.96 

4 

THE  7 JEST 

Tenant-opcupied  ordinary  dwelling 
units . 

1,954,000 

100.0 

1,527,000 

1C0.0 

427,000 

100.0 

1,906,000 

100.0 

Under  $10. . 

59,000 

3.0 

29,000 

1.9 

30,000 

7.C 

230,000 

12.1 

$10  to  $19 . 

270  joOO 
534,000 

13.8 

153^000 

10.0 

117,000 

27.4 

573,000 

30.1 

$20  to  $29 . 

27.3 

417^000 

27.3 

117,000 

27.4 

547,000 

28.7 

$30  to  $39 . 

586,000 

30.  C 

491,000 

32.2 

95,000 

22.2 

336,000 

17.6 

$40  to  $49 . 

283^000 

14.5 

254^000  ' 

16.6 

29,000 

6.8 

123,000 

6.5 

§50  or  more . . 

222,000 

11.4 

183,000 

12.0 

39,000 

9.1 

97,000 

5.1 

Median  nonthly  rental. ..... (dollars) . . 

31.45 

32.85 

25.18 

22.24 

- 

*/-Sa3/ 
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Table  23.~V.*CaNCY  ^SD  OCCUPANCY  IN  PRIVATELY  AID  PUBLICLY  FINANCED  DUELLING  UNITS 

IN  THE  UNITED  STATES:  NOVEMBER,  1945  ' 


SUBJECT 

Unit ed 
States 

URBAN  ASD  RURAL -N OKF  ARN 

Total 

Urban 

Rural- 

nonfarm1 

farm1 

Total  dwelling  units . 

40,581,000 

33,343,000 

24,398,000 

9,005,000 

7,238,000 

Occupied  dwelling  units . 

37,600,000 

31,281,000 

23,748,000 

7,533,000 

6,319,000 

Unoccupied . 

2,981,000 

2,062,000 

590,000 

1,472,000 

919,000 

Seasonal . 

944,000 

898,000 

27,000 

871,000 

46,000 

Nonseasonal . 

2,037,000 

1,164,000 

563,000 

601,000 

873,000 

Habitable2 . 

1,459,000 

890,000 

447,000 

443,000 

569,000 

Rental . 

,  736,000 

504,000 

287,000 

217,000 

232,000 

Offered  for  rent . 

628,000 

416,000 

223,000 

193,000 

212,000 

Rented,  not  yet  occupied.... 

108,000 

88,000 

64,000 

24,000 

•20,000 

Sale . 

183,000 

118,000 

64,000 

54,000 

65,000 

For  sale  only . 

87,000 

•  54,000 

29 , 000 

25,000 

33,000 

Sold,  not  yet  occupied . 

96,000 

64,000 

35,000 

29,000 

32,000 

Other3 . 

540,000 

268,000 

96,000 

172,000 

272,000 

Not  habit  a,ble  2 . 

578,000 

274,000 

116,000 

158,000 

304,000 

FERCENT 

Total  dwelling  units . 

100.0 

100.0 

100.0 

100.0 

100.0 

Occupied  dwelling  units . 

92.7 

93.8 

97.6 

83.7 

87.3 

Unoccupied . 

7.3 

6.2 

2.4 

16.3 

12.7 

Seasonal . 

2.3 

2.7 

0.1 

9.7 

0.6 

Nonseasonal . 

5.0 

3.5 

2.3 

6.7 

12.1 

Habitable2 . 

3.6 

2.7 

1.8 

4.9 

7.9 

Rental . 

1.8 

1.5 

1.2 

2.4 

3.2 

Offered  for  rent . 

1.5 

1.2 

0.9 

2.1 

2.9 

Rented,  not  yet  occupied.... 

0.3 

0.3 

0.3 

0.3 

0.3 

Sale . 

0.5 

0.4 

0.3 

0.6 

0.9 

For  sale  only . 

0.2 

0.2 

0.1 

0.3 

0.5 

Sold,  not  yet  occupied . 

0.2 

0.2 

0.1 

0.3 

0.4 

Other3 . . 

1.3 

0.8 

0.4 

1.9 

3.8 

Not  habitable8 . 

1.4 

0.8 

0.5 

1.8 

4.2 

1  Revised  data. 

8  Included  as  habitable  are  units  in  good  condition  or  in  need  of  minor  repairs,  also  those  in  need  of  major  repairs 
which  are  in  no  worse  condition  than  similar  occupied  units  in  the  same  neighborhood.  Included  as  not  habitable  are 
units  in  need  of  major  repairs  viiere  similar  units  in  the  same  neighborhood  are  not  occupied  as  well  as  units  unfit  for 

human  habitation. 

8  Other  vacancies  include  units  held  off  the  sale  or  rental  market  such  as  units  held  for  absent  households,  units  to 
be  demolished,  units  in  litigation,  units  undergoing  extensive  repairs,  etc. 
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data  for  urban  and 


There  were  2,800,000  dwelling  units  occupied 
by  nonwhite  households  in  the  urban  and  rural- 
nonfarm  areas  of  the  United  States  in  April, 
1947,  according  to  the  results  of  a  survey  re¬ 
leased  today  by  J .  C.  Capt,  Director,  Bureau  of 
the  Census,  Department  of  Commerce.  This  was  an 
increase  of  about  24  percent  over  the  number  of 
such  dwelling  units  as  reported  for  April,  1940, 
in  the  last  Federal  census.  The  total  number  of 
urban  and  rural-nonfarm  dwelling  units  occupied 
by  white  households  showed  an  increase  of  about 
16  percent  from  1940  to  1947. 

One  of  the  most  significant  changes  in  the 
housing  picture  between  these  two  periods  was 
the  increase  in  homes  occupied  by  their  owners. 
In  1947,  about  55  percent  of  the  nonfarm  homes 
occupied  by  white  households  were  owner-occupied, 
as  compared  with  43  percent  in  1940,  while  the 
percentage  of  nonwhite  households  which  owned 
their  homes  increased  from  24  to  34.  This  in¬ 
crease  in  home  ownership  as  reported  in  the 
survey  is  a  reversal  of  the  general  trend  in 
ownership  in  the  period  1930  to  1940. 

All  of  these  figures  are  based  on  results  of 
a  survey  which  was  conducted  in  April,  1947,  by 
the  Bureau  of  the  Census.  The  survey  covered 
about  30,000  households  in  148  sample  areas  in 
44  States  and  the  District  of  Columbia,  each 
area  comprising  one  or  more  counties  or  parts  of 
counties.  Since  the  estimates  are  based  on  a 
sample,  they  are  subject  to  error  due  to  sam¬ 
pling  variability.  The  smaller  figures,  espe¬ 
cially  those  less  than  1,000,000,  should  be  used 
with  particular  care,  as  explained  below  in  the 
section. on  Reliability  of  estimates. 

The  statistics  presented  in  this  report  are 
restricted  to  the  urban  and  rural-nonfarm  areas 
of  the  United  States  which  for  purposes  of  con¬ 
venience  are  referred  to  as  "nonfarm"  in  the 
remainder  of  this  report. 


In  1947,  about  7  percent,  or  2,400,000,  of 
the  nonfarm  dwelling  units  were  in  need  of  major 
repairs;  6  percent,  or  1,700,000,  of  the  dwelling 
units  occupied  by  white  households  and  25  per¬ 
cent,  or  700,000,  of  those  occupied  by  nonwhite 
households  were  in  this  condition. 

Approximately  25,000,000  occupied  dwelling 
units  in  1947  were  reported  as  containing  both  a 
private  flush  toilet  and  a  private  bath;  95  per¬ 
cent  of  these  were  occupied  by  white  households. 
About  three-fourths  of  the  dwelling  units  with¬ 
out  private  bath  or  private  flush  toilet  (of 
which  there  were  about  7,400,000  reported  in 
1947)  were  also  occupied  by  white  households. 
Of  the  8,100,000  occupied  dwelling  units  re¬ 
ported  as  in  need  of  major  repairs  or  without 
private  bath  in  1947,  about  3  out  of  every  4 
were  occupied  by  white  households. 

About  17,600,000  of  the  18.4  million  dwelling 
units  having  central  heating  equipment  were 
occupied  by  white  households. 

,  In  1947,  about  96  percent,  or  31,200,000,  of 
the  nonfarm  occupied  dwelling  units  had  electric 
lighting.  About  28,900,000,  or  98  percent,  of 
the  dwelling  units  occupied  by  white  households, 
and  80  percent,  or  2,300,000,  of  .those  occupied 
by  nonwhite  households  had  electric  lighting. 

The  proportion  of  dwelling  units  with  in¬ 
stalled  cooking  facilities  was  about  the  same 
for  dwelling  units  occupied  by  white  households 
as  for  dwelling  units  occupied  by  nonwhite  house¬ 
holds  with  more  than  19  out  of  every  20  occu¬ 
pied  dwelling  units  having  installed  cooking 
facilities. 

The  survey  indicated  that  about  8  out  of  every 
10  of  the  nonfarm  dwelling  units  occupied  by 
white  households  had  all  of  the  following  desig¬ 
nated  facilities:  Electric  lighting  anu  running 
water;  and  flush  toilet,  bathtub  or  shower  and 
installed  oooking  facilities  for  exclusive  use 
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of  unit’s  occupants.  About  4  out  of  every  10  of 
the  dwelling  units  occupied  by  nonwhite  house¬ 
holds  also  had  these  designated  facilities. 

Dwelling  units  occupied  by  white  households  on 
the  average  had  more  rooms  than  dwelling  units 
occupied  by  nonwhite  .households.  The  median 
number  of  rooms  for  dwelling  units  occupied  by 
white  households  was  4.9  and  for  nonwhite  house¬ 
holds,  3*9  in  1947.  More  than  half  of  the  homes 
occupied  by  white  households  contained  5  or  more 
rooms  as  compared  with  about  one-third  of  the 
dwelling  units  occupied  by  nonwhite  households. 

In  1947,  about  2  out  of  every  10  of  the  non¬ 
farm  dwelling  units  occupied  by  white  households 
contained  5  or  more  persons.  This  proportion 
was  about  3  out  of  every  10  for  dwelling  units 
occupied  by  nonwhite  households.  Of  all  white 
households  in  the  nonfarm  areas  of  the  Nation, 
1-person  households  accounted  for  about  8  per¬ 
cent  of  the  total,  2-  and  3-person  households 
for  about  52  percent,  and  4-person  households 
for  ahout  19  percent.  One-person  households 
accounted  for  11  percent  of  all  nonwhite  house¬ 
holds,  2-  and  3-person  households  for  45  per¬ 
cent,  and  4-person  households  for  15  percent. 
The  size  of  household  is  defined  as  the  number 
of  persons  who  live  in  an  occupied  dwelling 
unit.  The  figure  includes  not  only  related  fam¬ 
ily  members  but  also  lodgers,  servants,  and  other 
unrelated  persons  who  may  live  in  the  unit. 

The  survey  indicated  that  the  extent  of  over¬ 
crowding  in  nonfarm  occupied  units,  in  1947,  as 
measured  by  the  proportion  of  dwelling  units 
with  more  than  l£  persons  per  room,  was  about 
15  percent  for  dwelling  units  occupied  by  non¬ 
white  households,  and  about  4  percent  for  dwell¬ 
ing  units  occupied  by  white  households. 

About  9  out  of  every  10  of  the  urban  and 
rural-nonfarm  occupied  dwelling  units  contained 
no  husband-wife  subfamilies.  This  proportion 
was  about  the  same  for  dwelling  units  occupied 
by  white  households  and  nonwhite  households. 

For  nonfarm  dwelling  units  occupied  by  white 

\ 

tenants,  the  median  monthly  rent  was  approxi¬ 
mately  $31  while  the  median  monthly  rent  for 
dwelling  units  occupied  by  nonwhite  households 
was  about  $17.  About  5  percent  of  the  dwelling 
units  occupied  by  white  tenants  rented  for  less 
than  $10  a  month  as  compared  with  about  24  per¬ 
cent  of  the  dwelling  units  occupied  by  nonwhite 
tenants.  On  the  other  hand,  almost  1  out  of  3 
dwelling  units  occupied  by  white  tenants  rented 
for  $40  or  more  per  month,  while  only  about  1 
out  of  every  10  dwelling  units  occupied  by  non¬ 
white  tenants  rented  for  $40  or  more  per  month. 
The  rental  data  presented  in  this  report  are  not 
comparable  with  the  figures  on  changes  in  rent 
obtained  by  the  Bureau  of  Labor  Statistics  for 
its  consumers'  price  index  for  reasons  given 


below  in  the  section  on  Comparability  of  rental 
data . 

DEFINITIONS,  EXPLANATIONS,  AND  TECHNICAL  NOTES 

Urban  and  rural  areas. — The  housing  statis¬ 
tics  presented  in  this  report  are  for  urban  and 
rural-nonfarm  areas  only.  The  urban  and  rural 
areas  are  those  that  were  classified  as  urban  or 
rural  in  1940  on  the  basis  of  the  results  of  the 
1940  census,  in  general,  taking  into  account 
annexations  to  such  urban  places  that  have  oc¬ 
curred  since  1940.  The  urban  area  is  made  up  in 
general  of  cities  and  other  incorporated  places 
having  2,500  inhabitants  or  more,  and  all  terri¬ 
tory  outside  these  places  is  classified  as  rural. 

The  classification  of  rural  population  by 
farm  and  nonfarm  residence  is  based  on  the  resi¬ 
dence  at  the  time  of  enumeration  in  1947.  .Thus, 
the  1947  rural-farm  population  is  the  population 
living  on  farms  in  1947  in  areas  that  were  clas¬ 
sified  as  rural. 

Rural-nonfarm  dwelling  units  are  those  lo¬ 
cated  outside  the  boundaries  of  urban  places  but 
not  on  farms.  This  group  is  composed  of  dwelling 
units  in  a  wide  variety  of  locations,  ranging 
from  isolated  nonfarm  homes  in  the  open-  country 
to  homes  in  small  unincorporated  areas  adjacent 
to  a  large  city. 

Dwelling  units. --In  general,  in  the  April, 
1947,  survey  a  dwelling  unit  is  defined  as  a 
house  or  a  group  of  rooms  or  a  single  room  oc¬ 
cupied  or  intended  for  occupancy  as  separate 
living  quarters  by  a  family  or  other  group  of 
persons  living  together  or  by  a  person  living 
alone.  A  group  of  rooms  (occupied  or  intended 
for  occupancy  by  a  family  or  other  group  of  per¬ 
sons  living  together  or  a  person  living  alone) 
is  considered  a  dwelling  unit  provided  it  has 
separate  cooking  facilities  or  a  separate  en¬ 
trance.  A  single  room  (occupied  or  intended  for 
occupancy  by  a  family  or  other  group  of  persons 
living  together  or  a  person  living  alone)  is  con¬ 
sidered  a  dwelling  unit  provided  it  has  separate 
cooking  facilities  or  provided  it  has  a  separate 
entrance  and  a  private  bath  or  provided  it  has  a 
separate  entrance  and  is  rented  unfurnished. 

In  the  1940  census  a  dwelling  unit  was  de¬ 
fined  as  the  living  quarters  occupied  or  intended 
for  occupancy  by  one  household.  A  household  is 
a  family  or  any  other  group  of  persons  living 
together  with  common  housekeeping  arrangements. 
While  there  is  no  basic  difference  between  the 
definitions  used  in  1940  and  1947,  the  defini¬ 
tion  of  1947  is  more  specific.  Because  of  the 
differences  in  the  definitions  used  in  1940  and 
1947  living  quarters  may  have  been  classified 
as  separate  dwelling  units  on  one  date  and  not 
on  the  other. 
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Enumerators  in  April,  1947,  were  supplied 
with  lists  which  specified  the  living  quarters 
that  were  to  be  included,  in  their  enumeration. 
These  lists  were  prepared  without  detailed  con¬ 
sideration  of  the  characteristics  of  the  living 
quarters  or  of  the  occupants  of  the  quarters. 
It  was  assumed  that  the  separate  dwelling  units 
would  be  designated  on  the  basis  of  the  more  de- 
*  tailed  information  obtained  during  the  enumera¬ 

tion.  In  some  cases  the  enumerators  might  have 
been  unduly  influenced  by  the  dwelling  unit  de¬ 
termination  of  the  lister  and  might  not  have 
revised  the  designation  when  it  was  incorrect. 

Dwelling  units  were  classified  by  type  as 
"ordinary  dwelling  units"  and  "other  dwelling 
places."  "Other  dwelling  places"  include  dwell¬ 
ing  units  in  trailers,  tourist  cabins,  shacks, 
river  boats,  barns,  sheds,  railroad  cars,  ware¬ 
houses,  and  the  like.  "Ordinary  dwelling  units" 
include  all  remaining  types  of  dwelling  units. 
The  characteristics  of  all  dwelling  units  in 
1940  are  based  on  totals  which  include  occupied 
dwelling  units  in  other  dwelling  places.  Since 
the  statistics  relating  to  the  various  housing 
characteristics  in  April,  1947,  were  obtained 
for  only  the  "ordinary  dwelling  units,"  the 
group  of  122,000  occupied  dwelling  units  in 
other  dwelling  places  has  been  omitted  from  most 
of  the  1947  statistics  presented  in  this  report. 
Living  quarters  in  hotels,  dormitories,  rooming 
houses  with  10  or  more  rooms  rented  or  for  rent, 
Institutions,  jails,  hospitals,  military  or  la¬ 
bor  camps,  etc.,  are  not  included  in  the  1947 
statistics  in  this  report. 

Occupancy  and  tenure.  —  Ordinary  dwelling  units 
are  classified  according  to  occupancy  as  "oc¬ 
cupied,"  "occupied  by  nonresident,"  or  "unoccu¬ 
pied."  To  be  classified  as  "occupied"  a  dwell¬ 
ing  unit  must  be  inhabited  by  persons  who  make 
it  their  usual  place  of  residence.  If,  at  the 
time  of  the  enumeration,  a  dwelling  unit  was 
occupied  solely  by  persons  whose  usual  place  of 
residence  was  elsewhere,  it  was  classified  as 
"occupied  by  nonresident."  The  category  "un¬ 
occupied"  *  includes  seasonal  as  well  as  nonsea- 
sonal  vacancies. 

Occupied  dwelling  units  are  further  classi¬ 
fied  by  tenure  as  "owner-occupied"  and  "tenant- 
occupied."  An  "owner-occupied"  dwelling  unit  is 
one  owned  by  the  head  of  the  household  or  a 
member  of  his  family  who  is  living  in  the  dwell¬ 
ing  unit  or  temporarily  absent  from  it.  All 
other  occupied  dwelling  units  are  classified  as 
"tenant-occupied . " 

Color  of  occupants. — The  color  of  occupants 
is  determined  according  to  the  race  of  the  head 
of  the  household.  "Nonwhite"  includes  Negroes, 


Indians,  Chinese,  Japanese,  and  other  nonwhite 
races. 

i  ,  -  . 

State  of  repair. — Dwelling  units  reported  as 
"in  need  of  major  repairs"  include  those  dwell¬ 
ing  units  which  require  major  repair  or  replace¬ 
ment  of  floors,  roof,  plaster,  walls,  foundation, 
or  other  major  structural  components.  A  repair 
is  major  when  its  neglect  seriously  impairs  the 
soundness  of  the  structure  and  creates  a  hazard 
to  its  safety  as  a  place  of  residence  or  if  the 
repair  has  been  neglected  so  long  that  the 
structure  is  already  unsound. 

Dwelling  units  reported  as  "in  good  condition 
or  in  need  of  minor  repairs"  include  those  which 
require  no  structural  repairs  or  only  such 
work  as  papering,  painting,  general  maintenance, 
stopping  of  small  leaks,  pointing  up  of  masonry, 
or  similar  work. 

There  was  no  material  difference  between  the 
definition  of  major  repairs  in  1940  and  1947. 
The  enumerators  were  instructed  to  base  their 
report  on  their  observation  of  the  condition  of 
the  dwelling  unit  and  not  on  the  respondent’s 
opinion.  Thus,  changes  between  1940  and  1947 
may  be  affected  by  the  enumeration  procedure  and 
by  the  judgment  of  the  enumerators. 

In  1940,  the  enumeration  schedule  provided 
space  for  the  enumerator  to  report  whether  or 
not  the  dwelling  unit  "needed  major  repairs," 
while  in  1947  space  was  provided  to  indicate 
whether  the  dwelling  unit  was  "in  need  of  major 
repairs"  or  "in  good  condition  or  in  need  of 
minor  repairs."  This  difference  in  schedule 
design  may  have  resulted  in  a  decrease  in  the 
number  of  units  reported  as  "in  need  of  major 
repairs . " 

Installed  cooking  facilities  .—By  "installed 
cooking  facilities"  is  meant  something  more  sub¬ 
stantial  than  a  one-  or  two-burner  hot  plate  or 
other  electrical  appliance  such  as  a  toaster  or 
percolator;  stoves  either  standing  on  the  floor 
or  built  into  a  cabinet  are  regarded  as  installed 
cooking  facilities.  Statistics  on  number  of 
.dwelling  units  without  installed  cooking  facili¬ 
ties  in  1947  are  not  comparable  with  the  figures 
on  number  of  dwelling  units  with  no  cooking  fuel 
in  1940,  since  the  1940  number  is  limited  to 
those  units  that  had  no  installed  conking  equip¬ 
ment  of  any  type. 

Electric  lighting.— "Electric  lighting"  in¬ 
cludes  lights  that  are  wired  to  a  power  line  or 
a  home  plant  even  though  service  may  be  tempo¬ 
rarily  suspended. 

Central  heating. --"Central  heating"  1b  heat¬ 
ing  from  a  steam,  hot  water,  or  hot  air  system, 
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piped  to  the  rooms  in  the  dwelling  unit  from  a 
furnace  or  central  boiler  or  furnished  by  a 
pipeless  hot  air  system.  There  was  no  material 
difference  between  the  definition  of  central 
heating  in  1940  and  1947.  In  1940  the  enumera¬ 
tion  schedule  provided  space  for  the  enumerator 
to  report  whether  the  dwelling  unit  had  "steam 
or  hot  water  system,"  "piped  warm  air  system," 
"pipeless  warm  air  furnace,"  "heating  stove,"  or 
"other  or  none."  Dwelling  units  with  any  of  the 
first  three  types  were  classified  as  "with  cen¬ 
tral  heating."  In  1947  the  schedule  provided 
space  to  report  whether  or  not  the  dwelling  unit 
had  central  heating.  This  difference  in  sched¬ 
ule  design  may  have  resulted  in  some  difference 
in  the  enumerators'  reports. 

Designated  facilities. — The  classification  of 
ordinary  dwelling  units  according  to  designated 
facilities  is  based  on  whether  or  not  they 
had  all  of  the  following  facilities:  Electric 
lighting  and  running  water;  and  flush  toilet, 
bathtub  or  shower,  and  installed  cooking  facili¬ 
ties  for  exclusive  use  of  the  unit's  occupants. 

Number  of  rooms. --All  rooms  used  or  available 
for  use  as  living  quarters  are  included  in  the 
count  of  rooms.  Bathrooms,  strip  or  pullman 
kitchens,  halls,  foyers,  pantries,  laundries, 
unfinished  rooms,  basement  or  attic  rooms  not 
intended  for  living  quarters,  and  rooms  used  for 
office  or  business  purposes  are  not  included. 
However,  rooms  used  for  office  purposes  by  a 
person  living  in  the  dwelling  unit,  such  as  a 
doctor,  lawyer,  or  dentist, are  included  in  the 
count  of  rooms. 

The  definition  of  number  of  rooms  was  sub¬ 
stantially  the  same  in  1940  and  1947.  No  men¬ 
tion  was  made  of  half-rooms  in  the  instructions 
for  1940  but  in  1947  the  enumerator  was  instruct¬ 
ed  to  report  a  dinette,  kitchenette,  breakfast 
room,  or  dressing  room  as  a  half-room.  Dwelling 
units  reported  to  contain  1  1/l  or  B  1/b  rooms 
in  1947  are  included  in  the  statistics  as  two- 
room  units.  The  half-room  was  dropped  from  the 
reported  number  of  rooms  for  3  l/B-  and  4  l/B- 
room  units  and  larger  units  with  reported  num¬ 
ber  of  rooms  ending  in  l/B-room. 

Number  of  persons . --All  persons  enumerated  as 
members  of  the  household  (including  lodgers, 
servants,  and  other  unrelated  persons  having  no 
other  usual  place  of  residence)  are  counted  in 
determining  tho  number  of  persons  who  occupied 
each  dwelling  unit.  btudents  away  from  home  at 
school  and  other  members  temporarily  absent  are 
included  as  members  of  the  household. 

Persons  per  room. --The  number  of  persons  per 
room,  user* *  as  an  index  of  crowding,  was  obtained 
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by  dividing  the  number  of  persons  in  the  house¬ 
hold  by  the  number  of  rooms  in  the  dwelling 
unit.  This  computation  was  made  for  each  occu¬ 
pied  dwelling  unit,  after  rounding  the  reported 
number  of  rooms  in  1947  to  a  full  number  (see 
the  section  on  Number  of  rooms). 

Monthly  rent. — The  rent  shown  for  tenant- 
occupied  units  is  that  actually  paid.  If,  how¬ 
ever,  no  money  rent  was  paid,  as  in  the  case  of 
a  doctor,  minister,  teacher,  or  farm  tenant  who 
receives  the  use  of  the  house  as  part  of  his 
wages,  the  monthly  rent  was  based  on  the  monthly 
rent  paid  for  similar  dwelling  units  in  the 
neighborhood. 

Husband-wife  subfamilies  and  secondary  fam¬ 

ilies. — A  husband-wife  subfamily  or  secondary 
family  is  a  married  couple,  with  or  without 
children,  living  in  an  ordinary  dwelling  unit 
but  not  including  the  head  of  the  household. 
The  married  couple  is  generally  related  to  the 
head  of  the  household,  but  in  some  cases  it  is  a 
group  of  lodgers,  servants,  or  other  nonrelatives 
of  the  head.  Married  couples  living  in  large 
lodginghouses ,  dormitories,  transient  hotels, 
etc.,  are  not  occupants  of  ordinary  dwelling 
units  and  consequently  are  excluded  from  these 
data.  The  previous  report  (Series  P-70,  No.  1) 
used  the  term  "husband-wife"  subfamilies  to  in¬ 
dicate  this  type  of  family  group. 

Comparability  of  rental  data. — The  rental 

data  presented  in  this  report  are  not  comparable 
with  the  figures  on  changes  in  rent  obtained  by 
the  Bureau  of  Labor  Statistics  for  its  consumers’ 
price  index.  The  data  compiled  by  the  Bureau 
of  Labor  Statistics  represent  changes  in  rent 
charged  for  identical  qualities  of  housing — 
essentially  rents  for  identical  units  with  iden¬ 
tical  services  and  facilities.  The  data  in  this 
release,  on  the  other  hand,  reflect  any  changes 
in  the  size  and  type  of  rented  units,  the  rent 

level  of  new  housing  and  other  units  coming  on 

* 

the  rental  market  for  the  first  time,  and  possi¬ 
bly  also  a  trend  toward  more  frequent  inclusion 
in  rent  of  charges  for  furniture  and  utilities. 
Furthermore,  the  comparisons  between  1940  and 
1947  shown  in  this  release  may  be  affected  by 
changes  in  vacancy  rates  among  units  in  various 
rental  groups  and  also  by  shifts  of  units  to 
owner-occupancy  status. 

The  statistics  presented  in  this  report  make 
it  clear  that  the  rental  figures  for  1940  and 
for  1947  do  not  pertain  to  the  same  group  of 
units,  since  there  took  place  between  those 
years  a  considerable  shift  in  the  groups  of  oc¬ 
cupied  dwelling  units  to  which  the  rental  data 
pertain. 
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Source  and  reliability  of  the  estimates . — The 
1947  estimates  presented  in  this  report  are 
based  on  data  obtained  in  connection  with  the 
Census  Bureau's  Purvey  of  Population,  Labor 
Force,  and  Housing  conducted  in  April,  1947. 
This  survey  consisted  of  about  30,000  households 
located  in  148  sample  areas  in  44  States  and  the 
District  of  Columbia,  each  area  comprising  1  or 
more  counties  or  parts  of  counties. 

Since  the  1947  estimates  are  based  on  a  sample 
survey,  they  are  subject  to  sampling  variability. 
The  following  table  presents  the  approximate 
sampling  errors  of  estimates  of  selected  sizes 
for  April,  1947,  for  the  United  States.  The 
chances  are  about  19  out  of  £0  that  the  differ¬ 
ence  between  the  estimate  and  the  figure  which 
would  have  been  obtained  from  a  complete  census 
is  less  than  the  sampling  error  indicated  below: 


SIZE  OF 
ESTIMATE 

Sampling 

error 

SIZE  OF 
ESTIMATE 

Sampling 

error 

10,000 . 

18,000 

1,000,000.... 

170,000 

25,000 . 

28,000 

3,000,000. ... 

290,000 

50,000 . 

39,000 

5,000,000 _ 

380,000 

100,000 . 

54,000 

10,000,000 _ 

530,000 

300,000 . 

94,000 

20,000,000.... 

750,000 

500,000 . 

120,000 

40,000,000.. .. 

1,050,000 

Tne  reliability  of  an  estimated  percentage  de¬ 
pends  upon  both  the  size  of  the  percentage  and 
the  size  of  the  total  on  which  it  is  based.  The 
following  table  presents  the  approximate  sampling 
errors  of  estimated  percentages  of  selected 
sizes  based  on  the  total  number  of  urban  and 
rural-nonfarm  ordinary  occupied  dwelling  units 
and  on  urban  and  rural-nonfarm  dwelling  units 
occupied  by  nonwhite  households  in  April,  la47. 


ESTIMATED 

FERCEOTAGE 

The  chances  are  about  19  out  of  20  that 
the  difference  between  the  estimated 
percentage  and  the  percentage  which 
would  have  been  obtained  from  a  com¬ 
plete  census  is  less  than  the  following 
if  based  on: 

Urban  and  rural - 
nonfarm  ordinary 
occupied  dwell¬ 
ing  units 

Urban  and  rural- 
nonfarm  dwelling 
units  occupied 
by  nonwhite 
households 

2 . 

0.4 

1.2 

5 . 

0.6 

2.1 

10 . . . 

,  0.9 

3.0 

30 . . 

1.4 

4.5 

50 . 

1.5 

5.0 

70 . 

1.4 

4.5 

90 . . . 

0.9 

3.0 

95 . 

0.6 

2.1 

98 . 

0.4 

1.2 

The  estimates  of  sampling  error  shown  in  the 
above  tables  are  not  directly  applicable  to  dif¬ 
ferences  obtained  by  subtracting  one  published 
figure  from  another.  The  error  due  to  sampling 
variability  in  an  observed  difference  depends  on 
the  sampling  variability  of  each  of  the  estimates 
and  the  correlation  between  them. 

The  reliability  of  an  estimated  median  de¬ 
pends  upon  the  size  and  the  form  of  the  distri¬ 
bution  on  which  it  is  based.  For  example,  the 
estimated  median  rent  of  tenant-occupied  non¬ 
white  ordinary  dwelling  units  in  a.pril,  1947, 
was  $17. 0£,  and  the  chances  are  about  19  out  of 
£0  that  a  complete  census  would  have  yielded  a 
figure  between  $15.01  and  $19. 0£. 

In  addition  to  sampling  variation,  the  es¬ 
timates  are  subject  to  biases  due  to  errors  of 
response  and  to  nonreporting,  but  the  possibility 
of  such  errors  is  not  included  in  the  above 
measures  of  reliability. 

Comparisons  of  li<47  and  1940  figures  are  sub¬ 
ject  to  sampling  variability.  Since  sampling 
variability  is  not  present  in  a  complete  enu¬ 
meration,  the  sampling  error  of  a  net  change 
from  1940  to  1947  depends  only  upon  the  sampling 
error  of  the  1947  estimate.  For  example,  in 
1940  the  census  showed  1,7*3,000  nonfarm  dwell¬ 
ing  units  occupied  by  nonwhite  tenants,  while 
the  1947  sample  survey  showed  about  1,889,000, 
an  apparent  increase  of  146,000  units.  However, 
this  apparent  increase  may  be  due  to  sampling 
variation  alone,  since  an  increase  in  the  total 
number  of  nonfarm  dwelling  units  of  as  large  as 
146,000  may  arise  through  sampling  variability 
as  frequently  as  1  time  in  9.  As  a  further 
example,  in  1940,  £0.8  percent  of  the  nonfarn 

nonwhite  occupied  dwelling  units  contained  0.5C 
or  less  persons  per  room,  while  in  1947  the  cor¬ 
responding  figure  was  estimated  at  £3.9  percent. 
However,  this  apparent  increase  between  1940  and 
1947  may  also  be  due  to  sampling  variation  alone, 
since  an  increase  as  large  as  3.1  in  this  per¬ 
centage  may  arise  through  sampling  variability 
as  frequently  as  1  time  in  15.  The  compara¬ 
bility  of  these  figures  is  also  affected  by 
minor  changes  in  the  definition  of  some  of  the 
housing  characteristics  and  by  possible  dif¬ 
ferences  in  the  applications  of  the  definition* 
by  the  enumerators.  These  changes  and  dif¬ 

ferences  are  explained  in  the  sections  relating 
to  these  separate  items. 
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CHARACTERISTICS  OR  URBAN  AMD  RURAL-NONFARM  ORDINARY  OCCUPIED  DWELLING  T'NITS,  Bv  COLOR  OF  OCCUPANTS:  APRIL,  19^7 


ALL  ORDINARY 

OCCTTFISD 

DWELLING  UNITS 

COLOR  OF  OCCUPANTS 

SUBJECT 

White 

Nonwhite 

Number 

Percent 

*Tunbe  r 

Pe rcent 

Numbp r 

Percent 

Total . . . . 

32,354,000 

100.0 

29,511,000 

100*0 

2,843,000 

100.0 

TEIRTRE 

Owner-occupied . 

17,025,000 

52.6 

16,071,000 

54.5 

954,000 

33.6 

Tenant-occupied . 

15,329,000 

47.4 

13,440,000 

45.5 

1,889,000 

66.4 

REPAIR  AND  PLUMBING  EQUIPMENT 

With  nrivate  bath  and  private  flush  toilet . 

24,980,000 

77.2 

23,774,000 

80.6 

1,206,000 

42.4 

No  private  bath  or  private  flush  toilet . 

7,374,000 

22. e 

5,737,000 

19.4 

1,637,000 

57.6 

In  good  condition  or  in  need  of  minor-repairs. 

29,944,000 

92.6 

27,810,000 

94.2 

2,134,000 

75.1 

With  private  bath  and  private  flush  toilet . 

24 ,249,000 

74.9 

23,145,000 

78.4 

1,104,000 

38.8 

No  private  bath  or  private  flush  toilet . 

5,695,000 

17.6 

4 ,665 ,000 

15.8 

1,030,000 

36.2 

In  need  of  major  repairs . 

2,410,000 

7.4 

1 , 7Q1 ,000 

5.8 

709,000 

24.9 

With  private  bath  and  private  flush  toilet . 

731,000 

2.3 

629,000 

2.1 

102,000 

3.6 

No  private  bath  or  private  flush  toilet . 

1,679,000 

5.2 

1,072,000 

3.6 

607 ,000 

21.4 

CENTRAL  HEATING 

With  central  heating . . 

18,419,000 

56.9 

17,618,000 

59.7 

801,000 

28.2 

Without  central  heating . . . 

13,935,000 

43.1 

11,893,000 

40.3 

2,042,000 

71.8 

ELECTRIC  LIGHTING 

With  electric  lighting . 

31,199,000 

96.4 

23,918,000 

98.0 

2,281,000 

80.2 

Without  electric  lighting . . . 

INSTALLED  COOKING  FACILITIES 

1,155,000 

3.6 

593,000 

2.0 

562,000 

19.8 

With  installed  cooking  facilities . 

31,551,000 

97.5 

28,911,000 

98.0 

2,640,000 

92.9 

Without  installed  cooking  facilities1 2 . 

803,000 

2.5 

600,000 

2.0 

203,000 

7.1 

DESIGNATED  FACILITIES 

Having  all  designated  facilities2 . 

24,700,000 

76.3 

23,523,000 

79.7 

1,177,000 

41.4 

Lacking  one  or  more  designated  facilities . 

7,654,000 

23.7 

5,988,000 

20.3 

1,666,000 

58.6 

NUMBER  OF  ROOMS 

1  room . 

632,000 

2.0 

522,000 

1.8 

110,000 

3.9 

2  rooms . 

2,265,000 

7.0 

1,907,000 

6.5 

358,000 

12.6 

3  rooms . ■ . 

4,486,000 

13.9 

3,798,000 

12.9 

6ea,ooo 

24.2 

4  rooms . 

6,569,000 

20.3 

5,831,000 

19. B 

738,000 

26.0 

5  rooms . 

7,404,000 

22.9 

6,946,000 

23.5 

458,000 

16.1 

6  or  more  rooms . . . . 

10,998,000 

34.0 

10,507,000 

35.6 

491,000 

17.3 

Median  number  of  rooms . 

4.80 

- 

4.88 

- 

3.86- 

- 

NUMBER  OF  PERSONS 

1  person . 

2,604,000 

e.o 

2,303,000 

7.8 

301,000 

10.6 

2  parsons . . 

9,010,000 

27.8 

8,289,000 

28.1 

'  721,000 

25.4 

3  persons . 

7,549,000 

23.3 

6,982,000 

23.7 

567,000 

19.9 

4  nersons . 

6,099,000 

18.9 

5,668,000 

19.2 

431,000 

15.2 

5  person  . 

3,508,000 

10.8 

3,192,000 

10.8 

316,000 

11.1 

6  persons . i . 

1,710,000 

5.3 

1,547,000 

5.2 

163,000 

5.7 

7  or  more  persons . 

1,874,000 

5.8 

1,530,000 

5.2 

344,000 

12.1 

Median  number  of  persons . 

3.10 

- 

3.10 

- 

3.20 

- 

PERSONS  PER  ROOM 

0.50  or  less . 

11,299,000 

34.9 

10,619,000 

36.0 

680,000 

23.9 

0.51  to- 1.50 . • . 

19,346,000 

59.8 

17,610,000 

59.7 

1,736,000 

61.1 

1.51  or  more. . . 

HUSBAND-'7IFE  SUBFAMILIES  AND  SECONDARY  FAMILIES 

1,709,000 

5.3 

1,282,000 

4.3 

427,000 

15.0 

Containing  no  husband-wife  subfamilies  or 

secondary  families . 

30,240,000 

93.5 

27,677,000 

93.8 

2,563,000 

90.2 

Containing  one  or  more  husband-wife  subfamilies 

or  secondary  families . 

2,114,000 

6.5 

1,834,000 

6.2 

280,000 

9.8 

MONTHLY  RENT3 

Under  $10 . 

1,102,000 

7.2 

649,000 

4.8 

453,000 

24.0 

$10  to  $19 . 

3,038,000 

19.8 

2,384,000 

17.7 

654,000 

34.6 

$20  to  $29 . 

3,585,000 

23.4 

3,221,000 

24.0 

364,000 

,  19.3 

$30  to  $39...;..... . . . . 

3,442,000 

22.5 

3,207,000 

23.9 

235,000 

12.4 

$40  to  $49 . 

2,260,000 

14.7 

2,167,000 

16. 1 

93,000 

4.9 

$50  or  more . . . 

1,902,000 

12.4 

1,812,000 

13.5 

90,000 

4.8 

Median  monthly  rent . (dollars).. 

29.33 

- 

30.95 

- 

17.02 

- 

1  Includes  dwelling  units  with  shared  cooking  facilities. 

2  Electric  lighting  and  running  water;  flush  toilet,  bathtub  or  shower,  and  installed  cooking  facilities  for  exclusive  use  of 
unit's  occupants. 

3  Data  are  for  tenant-occupied  dwelling  units  only. 
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Approximately  2  out  of  3  occupied  dwelling 
units  in  the  United  States  have  their  own  cook¬ 
ing  equipment,  a  kitchen  sink,  and  either  a  bath¬ 
tub  or  shower.  Whereas  about  8  out  of  10  urban 
dwelling  units  have  all  three  conveniences,  the 
proportion  is  approximately  6  out  of  10  among 
rural-nonfarm  dwelling  units  and  a  little  less 
than  3  out  of  10  among  rural-farm  dwelling  units. 
The  variation  in  the  relative  number  of  dwelling 
units  with  all  three  conveniences  results  from 
the  variation  in  the  number  of  units  with  a 
bathtub  or  shower  and  a  kitchen  sink,  since  prac¬ 
tically  all  of  the  dwelling  units  have  their  own 
cooking  equipment. 

The  statistics  in  this  report  are  released 
by  J .  C.  Capt,  Director,  Bureau  of  the  Census, 
Department  of  Commerce.  They  are  based  on  sup¬ 
plementary  questions  asked  by  the  Bureau  of 
the  Census  in  May,  1948,  in  connection  with  its 
monthly  sample  survey  of  the  population.  These 
supplementary  questions  were  included  in  the 
survey  to  obtain  statistics  on  the  relative  im¬ 
portance  of  the  various  criteria  which  identify 
living  quarters  as  separate  dwelling  units  (ac¬ 
cording  to  the  definition  of  dwelling  unit  as 
given  on  page  2  of  this  release).  The  results 
were  used  to  appraise  the  current  definition  in 
order  to  determine  which  criteria  need  to  be 
retained  in  the  definition  of  dwelling  unit  for 
the  proposed  1950  Census  of  Housing. 

Although  the  information  was  collected  for 
administrative  use,  many  of  the  housing  charac¬ 
teristics  which  relate  to  dwelling  unit  criteria 
are  of  general  interest.  Such  characteristics 
as  cooking  equipment,  entrance  to  living  quar¬ 
ters,  bathing  equipment,  and  lodger  quarters  are 
presented  in  this  report.  The  statistics  are 
shown  as  percent  distributions  because  the  pro¬ 
cedures  used  in  assembling  and  processing  the 


data  were  not  designed  to  provide  absolute  num¬ 
bers.  Since  the  estimates  are  based  on  a  sample 
survey,  they  are  subject  to  sampling  variability. 
The  smaller  percentages,  as  well  as  small  dif¬ 
ferences  between  percentages,  should  be  used  with 
particular  care,  as  explained  below  in  the  sec¬ 
tion  on  reliability  of  estimates. 

Very  few  occupied  dwelling  units  lack  cook¬ 
ing  equipment.  An  equally  small  percentage  of 
households  share  equipment  with  another  house¬ 
hold  and  a  small  proportion  depend  on  portable 
gas,  oil,  or  electric  hotplates.  Regardless  of 
the  type  of  cooking  equipment,  practically  all 
of  the  households  eat  their  principal  meals 
in  their  own  dwelling  units.  Very  few  eat 
their  principal  meals  in  restaurants  or  boarding 
houses.  (The  occupants  of  a  dwelling  unit  con¬ 
stitute  a  household.) 

Piped  gas  is  the  principal  cooking  fuel  used 
in  over  one-half  of  the  dwelling  units  in  the 
United  States.  Electricity  and  wood  rank  next 
in  use  and  account  for  the  fuel  used  in  an  addi¬ 
tional  one-fourth  of  the  dwelling  units.  In 
urban  homes,  piped  gas  leads  with  about  4  out  of 
5  dwelling  units  using  it  as  their  principal 
cooking  fuel.  On  rural  farms,  wood  is  the  most 
common  cooking  fuel  and  is  used  in  approximately 
2  out  of  5  farm  homes. 

About  two-thirds  of  all  the  occupied  dwell¬ 
ing  units  in  the  United  States  are  in  single-unit 
structures  and  the  remainder  are  in  multi-unit 
structures.  Regardless  of  the  number  of  dwelling 
units  in  the  structure,  about  four-fifths  of  all 
the  occupied  dwelling  units  have  entrances  direct 
from  the  outside.  Practically  all  of  the  rural- 
farm  dwelling  units  are  in  single-unit  struc¬ 
tures.  In  contrast,  approximately  one-half  of 
the  urban  dwelling  units  are  located  in  multi- 


unit  structures;  of  the  urban  dwelling  units  in 
multi-unit  structures,  almost  3  out  of  5  have  an 
entrance  from  a  common  hall. 

Approximately  one-tenth  of  the  individual 
lodgers  and  lodger  groups  covered  in  the  survey 
live  in  rooming  houses  and  in  rooms  in  nontran¬ 
sient  hotels;  the  remaining  nine-tenths  live  as 
lodgers  in  dwelling  units. 

Practically  all  of  the  lodgers  and  lodger 
groups  reach  their  quarters  either  from  a  common 
hall  or  through  rooms  which  are  part  of  the 
living  quarters  of  other  persons;  and  only  a  few 
have  their  own  bathing  equipment. 

DEFINITIONS  AND  EXPLANATIONS 

Urban  and  rural _ classif ication . - - In  this 

report,  the  urban  and  rural  areas  are  those  which 
are  classified  as  urban  or  rural  on  the  basis 
of  the  results  of  the  1940  census,  in  general, 
talcing  into  account  annexations  to  urban  places 
that  have  occurred  since  1940.  All  incorporated 
places  which  had  2,500  inhabitants  or  more  in 
1940  are  classified  as  urban,  together  with  cer¬ 
tain  areas  classified  as  urban  under  special 
rule.  All  other  areas  are  classified  as  rural. 

Rural-farm  dwelling  units  are  those  located 
on  farms  in  May,  1948,  in  areas  that  were  clas¬ 
sified  as  rural  in  1940.  Rural-nonfarm  dwelling 
units  are  those  located  outside  the  boundaries 
of  urban  places  out  not  on  farms.  This  group  is 
composed  of  dwelling  units  in  a  wide  variety  of 
locations,  ranging  from  homes  in  small  unincor¬ 
porated  areas  near  a  large  city  to  isolated  non¬ 
farm  homes  in  the  open  country. 

Dwelling  unit. --In  general,  a  dwelling  unit 
consists  of  a  group  of  rooms  or  a  single  room 
occupied  or  intended  for  occupancy  as  separate 
living  quarters  by  a  family  or  other  group  of 
persons  living  together  or  by  a  person  living 
alone.  A  group  of  rooms  (occupied  or  intended 
for  occupancy  as  separate  living  quarters)  is 
considered  a  dwelling  unit  provided  it  has  sepa¬ 
rate  substantial  cooking  equipment  or  provided 
it  has  a  separate  entrance.  A  single  room 
(occupied  or  intended  for  occupancy  as  separate 
living  quarters)  is  considered  a  dwelling  unit 
provided  it  has  separate  substantial  cooking 
equipment  or  provided  it  has  a  separate  entrance 
and  a  private  bath,  or  provided  it  has  a  sepa¬ 
rate  entrance  and  is  rented  unfurnished. 

Household .--A  household  includes  all  the 
persons  who  live  in  a  dwelling  unit.  It  includes 
the  related  family  members  and  also  the  unre¬ 


lated  persons,  if  any,  such  as  lodgers,  servants, 
or  hired  hands  who  share  the  dwelling  urfit.  A 
person  living  alone  or  a  group. of  unrelated  per¬ 
sons  sharing  the  same  living  accommodations  as 
partners  is  counted  as  a  household. 

Single-  and  multi-dwelling  unit  structure. -- 
A  single-dwelling  unit  structure  contains  only 
one  dwelling  unit,  whereas  a  multi-dwelling  unit 
structure  contains  two  or  more  dwelling  units, 
whether  occupied  or  vacant.  Either  type  of 
structure  may  contain  additional  space  for  busi¬ 
ness  or  other  nonresidential  use. 

The  classification  of  structures  into  single- 
and  multi-dwelling  unit  structures  is  not  iden¬ 
tical  with  the  1-family  and  2-or-more-family 
structure  classifications  in  1940.  In  1940, 
a  building  consisting  of  two  "2-family  side-by- 
side"  dwelling  units  was  regarded  as  one  struc¬ 
ture;  whereas  in  May,  1948,  it  was  considered  two 
separate  structures  because  of  the  separating 
vertical  wall  from  ground  to  roof.  The  "single¬ 
dwelling  unit  structure"  class  in  May,  1948,  in¬ 
cludes  the  1940  classes  of  "1-fomily  detached," 
"1-family  attached,"  "2-family  side-by-side," 
and  the  single  family  units  in  the  class,  "1-  to 
4-family  with  business." 

Rooms . — All  rooms  used  or  available  for  use 
as  living  quarters  are  included  in  the  count  of 
rooms.  Excluded  are  bathrooms,  strip  or  pullman 
kitchens,  halls,  foyers,  pantries,  laundries, 
unfinished  rooms,  and  basement  or  attic  rooms  not 
used  or  intended  for  living  quarters.  Half¬ 
rooms  such  as  dinettes,  kitchenettes,  breakfast 
nooks,  and  dressing  rooms  are  not  counted;  how¬ 
ever,  a  combination  kitchenette-dinette  counts 
as  one  room. 

Entrance . — An  entrance  "direct  from  the 
outside"  includes  not  only  an  entrance  leading 
from  the  outside  direct  to  one  of  the  rooms  of 
the  dwelling  unit,  but  also  an  entrance  leading 
from  the  outside  into  a  hall  or  foyer  which  is 
used  only  by  the  occupants  of  that  dwelling  unit. 
The  entrance  is  "from  a  common  hall"  if  the 
occupants  enter  their  dwelling  unit  from  a  hall 
or  passage  which  is  also  used  by  occupants  of 
other  units.  "Other"  entrance  includes  an  en¬ 
trance  through  quarters  of  another  dwelling  unit, 
and  an  entrance  whereby  occupants  of  another 
unit  pass  through  these  quarters. 

Bathing  equipment. — Only  installed  bathtubs 
or  showers  are  counted  as  bathing  equipment.  To 
be  installed,  the  bathtub  or  shower  must  have 
•running  water  piped  to  it. 
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Kitchen  sintc.  —  Included  in  the  count  are 
kitchen  sinks  with  running  water  piped  to  them 
and  those  with  hand  pumps. 

Cootcing  equipment . --Stoves .  ranges,  hot¬ 
plates,  and  similar  equipment  used  for  cooking 
are  considered  as  cooking  equipment.  Cooking 
utensils  and  special  purpose  appliances  such  as 
tOoLters ,  percolators,  and  waffle  irons  are  not 
regarded  as  cooking  equipment. 

The  number  of  burners  is  the  number  of 
heating  units  in  the  cooking  equipment.  A  deep- 
well  cooker  is  counted  as  a  burner,  but  the 
electric  coils  and  gas  rings  in  electric  and  gas 
ovens  and  broiling  compartments  are  not  counted. 
For  wood  and  coal  burning  ranges,  the  number  of 
burners  is  defined  as  the  number  of  surface  lids 
used  for  cooking. 

A  built-in  oven  is  an  oven  which  is  perma¬ 
nently  attached  to  a  stove  or  range.  A  portable 
oven,  which  can  be  placed  over  the  burners  when 
need'ed,  is  not  considered  built-in. 

Exclusive  use  and  shared. — Equipment  is  for 
exclusive  use  when  only  the  occupants  of  one 
dwelling  unit  use  it.  If  there  are  lodgers  in 
the  dwelling  unit  who  also  use  the  equipment, 
and  no  persons  outside  the  dwelling  unit  use  it, 
it  is  still  for  the  exclusive  use  of  the  occu¬ 
pants  of  the  dwelling  unit.  The  equipment  is 
shared  when  it  is  used  by  occupants  of  more  than 
one  dwelling  unit. 

However,  in  table  8,  a  lodger  (or  lodger 
group)  has  a  private  bathtub  or  shower  if  he  (or 
the  group)  has  one  for  his  own  use.  It  is  shared 
if  any  other  person  in  the  dwelling  unit  or  in 
another  dwelling  unit  uses  it  also. 

codger  and  lodger  group. --One  person  in  each 
dwelling  unit  is  designated  the  head  and  all 
other  persons  are  classified  according  to  their 
^ elc t i onship  to  the  head.  A  lodger  is  a  person 
wno  is  not  related  to  the  head  of  the  household, 
rersons  occupying  sleeping  rooms  (living  quarters 
which  are  not  dwelling  units)  in  such  places  as 
rooming  houses  and  nontransient  hotels  are  also 
regarded  as  lodgers  for  this  survey. 

An  individual  lodger  is  one  who  occupies  a 
sleeping  room  alone,  whereas  a  lodger  group  con¬ 
sists  of  two  or  more  lodgers  occupying  the  same 
sleeping  room.  A  lodger  who  shares  a  room  with 
a  member  of  the  head’s  family  is  not  included  in 
the  figures  in  tables  7  and  8. 

Estimates  are  shown  separately  for  lodgers 
and  lodger  groups  in  occupied  dwelling  units  and 


for  those  in  sleeping  rooms  in  rooming  ho  o. 
and  nontransient  hotels.  Rooming  houses 
those  structures  which  contain  10  or  more  sleep¬ 
ing  rooms  rented  or  for  rent;  nontransient 
hotels  are  those  in  which  more  than  one-half  of 
the  guests  are  nontransients.  In  table  7, 
lodgers  in  dwelling  units  are  further  subdivided 
into  lodger  groups  consisting  of  married  couples 
(and  children,  if  any)  and  all  others. 

COVERAGE 

The  statistics  presented  in  this  report  re¬ 
late  to  all  occupied  dwelling  units  except  the 
small  proportion  of  occupied  units  in  trailers, 
tourist  cabins,  houseboats,  barns,  sheds,  rail¬ 
road  cars,  and  the  like.  Excluded  also  are  liv¬ 
ing  quarters  in  institutions,  transient  hotels, 
jails,  hospitals,  military  or  labor  camps,  and 
similar  places. 

RELATED  REPORTS 

Although  many  of  the  items  discussed  in 
this  report  were  included  in  a  Census  survey  for 
the  first  time,  results  of  surveys  relating  to 
other  aspects  of  housing  are  also  available. 
The  1940  Census  of  Housing  obtained  various 
characteristics  of  dwelling  units  in  the  United 
States,  which  are  published  in  the  Sixteenth 
Decennial  Census  Reports  on  Housing.  Results  of 
Nation-wide  sample  surveys  of  housing,  conducted 
since  1940  by  the  Bureau  of  the  Census,  have  been 
published  in  the  following  Census  Bureau  reports: 
"Characteristics  of  Occupied  Dwelling  Units,  for 
the  United  States:  October,  1944,"  Series  H-45, 
No.  2;  "Characteristics  of  Occupied  Dwelling 
Units,  for  the  United  States:  November,  194.5,  ' 
Series  H-46,  No.  1;  "Housing  Characteristics  of 
the  United  States:  April,  1947,"  Series  P-70, 
No.  1;  and  "Characteristics  of  Urban  and  Rural- 
Nonfarm  Dwelling  Units,  by  Color  of  Occupants: 
April,  1947,"  Series  P-70,  No.  2. 

In  addition  to  the  housing  surveys,  infor¬ 
mation  pertaining  to  households,  families,  and 
individuals  in  occupied  dwelling  units  has  been 
collected  in  surveys  of  the  population,  'lost 
recent  of  these  is  the  supplement  to  the  Census 
Bureau’ s  monthly  sample  survey  of  the  population 
in  April,  1948.  The  report,  "Characteristics  of 
Households,  Families,  and  Individuals:  April, 

1948,"  published  in  Series  P-20,  No.  21,  pre¬ 
sents  estimates  of  households,  which  are  equal 
in  number  to  occupied  dwelling  units.  The 
April,  1948,  report,  however,  covered  a  somewhat 
larger  number  of  households  than  the  May  r< 
in  that  the  April  report  included  households  in 
such  dwelling  places  as  trailers,  t  rist  cabins, 

institutions,  and  the  like. 
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SOURCE  AND  RELIABILITY  OF  THE  ESTIMATES 

The  estimates  presented  in  this  report  are 
based  on  data  obtained  in  connection  with  the 
Census  Bureau’ s  monthly  population  sample  sur¬ 
vey,  the  sample  consisting  of  about  25»000 
households  located  in  68  areas  in  42  States  and 
the  District  of  Columbia. 

Since  the  estimates  are  based  on  sample 
data,  they  are  subject  to  sampling  variability. 
The  following  table  presents  the  approximate 
sampling  variability  of  estimated  percentages  of 
selected  sizes  based  on  total  occupied  dwelling 
units  and  on  total  lodgers  and  lodger  groups  for 
the  United  States,  except  for  the  distribution 
by  type  of  fuel  shown  in  table  6  of  this  report. 
The  chances  are  about  19  out  of  20  that  the 
difference  between  the  estimated  percentage  and 
the  percentage  which  would  have  been  obtained 
from  a  complete  census  is  less  than  the  sampling 
variability  shown  below: 


Estimated 

percentage 

Sampling  variability  if  base  is: 

Total  occupied 
dwelling  units 

Total  lodgers 
and  lodger  groups 

2  or  98 

0.3  . 

1.1 

5  or  95 

0.4 

1.6 

10  or  90 

0.6 

2.3 

25  or  75 

0.8 

3.3 

50 

1.0 

3.8 

For  example,  the  above  table  indicates  that 
an  estimate  of  25  percent  based  on  total  occupied 
dwelling  units  is  subject  to  sampling  variabil¬ 
ity  of  0.8  percent,  i.e.,  the  chances  are  about 
19  out  of  20  that  the  results  of  a  complete 
census  would  have  been  between  24.2  and  25*8 
percent . 

Estimated  percentages  by  type  of  fuel  shown 
in  table  6  and  estimated  percentages  based  on 
urban  and  rural  totals  are  subject  to  greater 
sampling  variability  than  that  shown  above. 

The  estimates  of  sampling  variability  shown 
above  are  not  directly  applicable  to  differences 
obtained  by  subtracting  one  figure  from  another. 
The  sampling  variability  in  an  observed  differ¬ 
ence  between  two  estimates  depends  on  the  sam¬ 
pling  variability  of  each  of  the  estimates  and 
the  correlation  between  them. 

In  addition  to  sampling  variation,  the 
estimates  are  subject  to  biases  due  to  errors  of 
response  and  to  nonreporting.  For  the  most  part, 
information  was  obtained  by  personal  interviews 
with  household  members.  The  respondent's  knowl¬ 
edge  of  the  facts  and  the  ability  of  the  enumer¬ 
ator  to  elicit  proper  responses  on  number  of 
rooms,  type  and  use  of  cooking  and  bathing 
equipment,  and  the  like,  are  factors  affecting 
the  accuracy  of  reporting.  The  possible  effect 
of  such  biases  is  not  included  in  the  above 
measures  of  reliability. 
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Table  l.-BAMWO  EQUIPMENT,  C'^KING  SOTIHMT,  KITCHEN  SINK,  am  ENTRANCE,  F®  OCCUPIED  DWEIUNO 

UNITS  IN  THE  UNITED  STATES,  URBAN  AND  RURAL:  MAY,  1948 


Item 


Percent  distribution  of  occupied  dwelling  units 


Percent  of  total 

Bathtub  or  shower,  total 

Exclusive  use....... 

Shared . 

None . . . . . 

Cooking  equipment,  total, 

Exclusive  use........ 

Shared . . 

None . . 

Kitchen  sink,  total . . 

Exclusive  use ........ 

Shared . 

None . . 

Entrance,  total . . 

Direct  from  outside.. 
From  a  common  hall • • . 
Other . . . 


United 

States 

Urban 

and  rural -nonfarm 

■ 

Total 

Urban 

Rural- 

nonfarm 

Rural- 

farm 

100.0 

100.0 

83.2 

100.0 

61.4 

100.0 

21.8 

100.0 

16.8 

100.0 

68.5 

76.7 

82.9 

59.4 

27.4 

4.6 

5.4 

6.8 

1.5 

0.7 

26.9 

17.9 

10.3 

39.1 

71.8 

100.0 

100.0 

100.0 

100.0 

100.0 

99.1 

99.0 

99.0 

99.2 

99.5 

0.4 

0.4 

0.4 

0.4 

0.1 

0.5 

0.5 

0.6 

0.4 

0.4 

100.0 

100.0 

100.0 

100.0 

100.0 

81.4 

88.7 

93.6 

74.7 

45.3 

0.5 

0.6 

0.7 

0.2 

0.2 

18.1 

.10.8 

5.7 

25.0 

54.5 

100.0 

100.0 

100.0 

100.0 

100.0 

81.1 

77.5 

70.7 

96.8  j 

98.7 

17.7 

21.1 

27.6 

2.7 

0.9 

1.2 

1.4 

1.7 

0.5 

0.4 

Table  2.—  SUMMARY  OF  SELECTED  EQUIPMENT  ITEMS,  FOR  OCCUPIED  DWELLING  UNITS  IN  THE  UNITED  STATES 

URBAN  AND  RURAL:  MAY,  1948  * 


Item 


Percent  of  total . . 

Total . 

Bathtub  or  shower  for  exclusive  U3e.... 

Cooking  equipment  and  kitchen 

sink  for  exclusive  use..... . 

Cooking  equipment  for  exclusive  use 

and  shared  or  no  kitchen  sink . 

Shared  or  no  cooking  equipment..... 

Shared  or  no  bathtub  or  shower . 

Cooking  equipment  and  kitchen 

sink  for  exclusive  use. . 

Cooking  equipment  for  exclusive  use 
and  shared  or  no  kitchen  sink..... 
Shared  or  no  cooking  equipment..... 


Percent  distribution  of  occupied  dwelling  units 


United 

States 

Urban 

and  rural -nonfarm 

Total 

Urban 

Rural- 

nonfarm 

Rural- 

farm 

100.0 

83.2 

61.4 

21.8 

16.8 

100.0 

100.0 

100.0 

100.0 

100.0 

68.5 

76.7 

82.9 

59.4 

27.4 

67.9 

76.1 

82.2 

58.9 

27.1 

0.3 

0.3 

0.3 

0.4 

0.3 

0.2 

0.3 

0.4 

0.1 

31.5 

23.3 

17.1 

40.6 

72.6 

13.4 

12.4 

11.2 

15.8 

13.2 

17.5 

10.2 

5.3 

24.1 

53.8 

0.6 

0.7 

0.6 

0.7 

0.5 

#3/0*. 


Item 


Percent  of  total . . 

Tot  al... . . 

In  single-unit  structures . . 

In  multi-unit  structures . 

1- room  dwelling  units...... . . 

Direct  from  outside . 

From  a  c  ommon  hall . . . 

Other . 

2- or-more-room  dwelling  units..,,,., 

Direct  from  outside . . 

From  a  common  hall . 

Other . . 

1  Less  than  one-tenth  of  1  percent. 


United 

States 

Urban 

and  rural -nonfarm 

Total 

Urban 

Rural - 
nonfarm 

100.0 

83.2 

61.4 

21.8 

100.0 

100.0 

100.0 

100.0 

67.2 

61.5 

52.3 

87.2 

32.8 

38.5 

47.7 

12.8 

1.4 

1.7 

2.2 

0.2 

0.2 

0.3 

0.3 

0.2 

1.1 

1.4 

1.8 

i1) 

(X) 

(X) 

(M 

n 

31.4 

36.9 

45.5 

12.5 

13.6 

15.8 

18.1 

9.4 

16.6 

19.7 

25.8 

2.7 

1.2 

1.3 

1.6 

0.5 

Rural- 

farm 


16.8 

100.0 


95.7 

4.3 

0.1 

0.1 

f1) 

(X) 

4.2 

2.9 

0.9 

0.3 


%bT1®t:";SA™Iira  EQOTm3'IT>  COOKING  EQUIPMENT,  AND  KITCHEN  SINK,  BY  NUMBER  OF  ROOMS  FOR  OCCUPIFD  •  TWT  T  TMr 
UNITS  IN  SINGLE-UNIT  AND  IN  MULTI-UNIT  STRUCTURES,  FOR  THE  UNITED  sS,  UESM  !nD^rS? 


Item 


Percent  of  total., 

Total . . 

In  single-unit  structures, 


Bathtub  or  shower  for  exclusive  use, 
Shared  or  none ........ 


Cooking  equipment  for  exclusive  use, 
Shared  or  none . 


Kitchen  sink  for  exclusive  use, 
Shared  or  none . . 


In  multi-unit  structures, 
1-room  dwelling  units.. 


Bathtub  or  shower  far  exclusive  use, 
Shared  or  none . 


Cooking  equipment  for  exclusive  use, 
Shared  or  none ........ 


Kitchen  sink  for  exclusive  use, 
Shared  or  none ......... 


2— or— more— room  dwelling  units, 


Bathtub  or  shower  for  exclusive  use, 
Shared  or  none . 


Cooking  equipment  for  exclusive  use, 
Shared  or  none . . . . 


Kitchen  sink  for  exclusive  use, 
Shared  or  none.......... 


1  Less  than  one— tenth  of  1  percent. 


Percent  distribution  of  occupied  dwelling  units 


United 

States 

Urban 

and  rural-nonfarm 

Total 

Urban 

Rural - 
nonfarm 

Rural- 

farm 

100.0 

83.2 

61.4 

21.8 

16  .8 

100.0 

100.0 

100.0 

100.0 

100.0 

67.2 

61.5 

52.3 

87.2 

95.7 

43.7 

23.5 

47.2 

14.2 

45.5 

6.8 

52.1 

35.1 

26.3 

69.4 

66.9 

61.2 

52.1 

86.9 

95.2 

0.3 

0.2 

0.2 

0.3 

0.4 

51.4 

53.0 

48.9 

64.7 

43.2 

15.8 

8.4 

3.4 

22.6 

52.5 

32.8 

38.5 

47.7 

12.8 

4.3 

1.4 

1.7 

2.2 

0.2 

0.1 

0.5 

0.6 

0.8 

0.9 

1.0 

1.3 

0.2 

0.1 

1.2 

1.4 

1.8 

0.1 

0.1 

0.2 

0.3 

0.3 

0.1 

f1) 

0.8 

0.9 

1.3 

l1) 

0.6 

0.7 

0.9 

0.2 

0.1 

31.4 

36.9 

45.5 

12.5 

4.2 

24.2 

28.9 

36.5 

7.3 

1.1 

7.2 

8.0 

9.0 

5.2 

3.0 

31.0 

36.4 

45.0 

12.2 

4.1 

0.4 

0.5 

0.5 

0.4 

i1) 

29.2 

34.7 

43.5 

10.0 

2.1 

2.1  j 

2.2 

2.0 

2.5 

2.1 

Tabl!J;xT^(^SG  equipment  by  number  of  burners,  built-in  oven,  stands  on  floor  M)  eattnp 

'«  »ns  ™  TB  ™  ££"2E 


Item 


Percent  of  total, 
Total . 


Cooking  equipment  for  exclusive  use.., 
Shared  or  no  cooking  equipment . . 


COCKING-  EQUIPMENT  FOR  EXCLUSIVE  USE 


Total, 
1  or  2  burners . , 


Built-in  oven..., 
No  built-in  oven, 


Stands  on  floor... . 

Does  not  stand  on  floor. 


Occupants  eat  meals  in. 
Occupants  eat  meals  out, 


3  or  more  burners. 


Built-in  oven..., 
No  built-in  oven, 


Stands  on  floor . . 

Does  not  stand  on  floor, 


Occupants  eat  meals  in. 
Occupants  eat  meals  out, 


Percent  distribution  of  occupied  dwelling  units 


United 

States 

Urban 

and  rural-nonfarm 

Rural- 

farm 

Total 

Urban 

Rural- 

nonfarm 

.  100.0 

83.2 

61.4 

21.8 

16.8 

.  100.0 

100.0 

100.0 

100.0 

100.0 

99.1 

99.0 

99.0 

99.2 

99.5 

0.9 

1.0 

1.0 

0.8 

0.5 

99.1 

99.0 

99.0 

99.2 

99.5 

2.9 

2.9 

2.6 

3.5 

3.3 

1.5 

1.3 

1.2 

1.8 

2.3 

1.4 

1.5 

1.5 

1.7 

1.0 

1.9 

1.8 

1.5 

2.5 

2.7 

1.0 

1.1 

1.1 

1.0 

0.5 

2.6 

2.5 

2.2 

3.4 

3.1 

0.3 

0.3 

0.4 

0.1 

0.1 

96.2 

96.2 

96.4 

95.6 

96.2 

93.9 

94.1 

94.9 

91.8 

93.1 

2.3 

2.1 

1.5 

3.8 

3.1 

95.7 

95.7 

95.9 

95.2 

95.8 

0.5 

0.5 

0.5 

0.4 

0.4 

94.8 

94.6 

94.6 

94.7 

95.6 

1.4 

1.6 

1.8 

0.9 

0.6 

-  8  - 

Table  6. — PRINCIPAL  FUEL  USED  FOR  COOKING  BY  TYPE  OF  COOKING  EQjUIPMENT,  FOR  OCCUPIED  DWELLING  UNITS 

IN  THE  UNITED  STATES,  URBAN  AND  RURAL:  MAY,  1948 


Percent  distribution  of  occupied  dwelling  units 


Principal  fuel  used  for  cooking 


Cooking  equipment 

Percent 

of 

total 

Total 

Piped 

gas 

Tank 

gas 

Elec¬ 

tric¬ 

ity 

Wood 

Kerosene 

or 

gasoline 

Coal 

or 

coke 

Other 

UNITED  STATES 

Total . 

100.0 

100.0 

53.3 

7.0 

12.6 

11.1 

8.5 

7.3 

0.2 

1  or  2  burners . 

3.0 

100.0 

18.4 

2.3 

18.6  • 

15.0 

27.8 

17.5 

0.4 

a  nr  more  burners. ...... 

97.0 

100.0 

54.4 

7.1 

12.4 

11.0 

7.9 

7.0 

0.2 

Bui  It-  in  oven 

94.8 

100.0 

55.3 

7.2 

12.7 

11.1 

6.4 

7.1 

0.2 

No  built-in  oven . . 

2.3 

100.0 

18.1 

3.1 

3.3 

5.3 

68.9 

1.3 

- 

URBAN  AND  RURAL- 
NONFARM 

Total . 

100.0 

10C.0 

63.5 

5.1 

12.7 

4.8 

7.2 

6.5 

0.2 

1  or  2  burners . 

2.9 

100.0 

22.6 

2.3 

20.0 

9.7 

28.8 

16.5 

0.2 

a  nr  mnre  burners . 

97.1 

100.0 

64.7 

5.2 

12.5 

4.7 

6.5 

6.2 

0.2 

Built-in  oven . 

95.0 

100.0 

65.7 

5.2 

12.7 

4.7 

5.2 

6.3 

0.2 

fjn  built.- in  oven...... 

2.1 

100.0 

22.7 

2.6 

3.6 

3.6 

65.9 

1.7 

- 

URBAN 

Total . 

100.0 

100.0 

77.7 

1.6 

10.1 

2.4 

4.3 

3.8 

0.2 

1  nr  2  burners.. . 

2.6 

100.0 

32.0 

22.4 

6.4 

23.5 

15.7 

a  nr  mnre  burners. . . 

97.4 

100.0 

78.9 

1.6 

9.8 

2.3 

3.8 

3.5 

0.2 

Built-in  oven . . . . 

95.8 

100.0 

79.5 

1.6 

9.9 

2.3 

3.0 

3.5 

0.2 

No  built-in  oven. . 

1.5 

100.0 

39.6 

0.9 

2.3 

1.4 

55.4 

0.5 

- 

RURAL-NONFARM 

Total . 

100.0 

100.0 

23.7 

14.9 

20.2 

11.6 

15.2 

14.2 

0.-2 

1  nr  P  burners. ......... 

3.6 

100.0 

3.2 

6.9 

14.9 

16.5 

39.9 

18.1 

0.5 

a  nr  more  burners . . 

96.4 

100.0 

24.5 

15.2 

20.4 

11.4 

14.2 

14.1 

0.2 

Built-in  oven. •••••••• 

92.6 

100.0 

25.3 

15.6 

21.0 

11.6 

11.6 

14.5 

0.2 

No  built-in  oven . 

3.8 

100.0 

4.0 

4.5 

5.0 

6.0 

77.5 

3.0 

- 

RURAL-FARM 

Total . 

100.0 

100.0 

3.0 

16.2 

12.0 

42.3 

15.1 

10.9 

0.4 

1  nr  R  burners . 

3.3 

100.0 

2.3 

12.9 

37.9 

23.5 

22.0 

1.5 

?  nr  mnre  burners....... 

96.7 

100.0 

3.1 

16.7 

12.0 

42.4 

14.9 

10.5 

0.4 

Built-in  oven . . . 

93.6 

100.0 

3.1 

17.1 

12.3 

43.4 

12.7 

10.9 

0.4 

No  built-in  oven . 

3.1 

100.0 

2.4 

4.8 

2.4 

11.3 

79.0 

- 

- 

_  . 
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Table  7.-- EATING  ARRANGEMENTS  OF  LCD  GSRS  IN  THE  UNITED  STATES,  URBAN  AND  RURAL: 

MAY,  1948 


Percent  distribution  of  lodgers  and  lodger  groups 


Item 

United 

States 

Urban  and  rural -nonf arm 

Rural- 

farm 

Total 

Urban 

Rural- 

nonfarm 

Percent  of  total . . . 

100.0 

89.3 

77.2 

12.0 

10.7 

Total  lodgers  and  lodger  groups.. 

100.0 

100.0 

100.0 

100.0 

100.0 

In  dwelling  units . 

90.9 

89.8 

88.6 

97.5 

100.0 

Married-couple  lodger  groups . . 

10.8 

11.5 

12.5 

5.5 

5.1 

Other  lodgers  and  lodger  groups . 

80.1 

78.3 

76.1 

92.0 

94.9 

In  rooms  in  rooming  houses  and 

nontransient  hotels . . . 

9.1 

10.2 

11.4 

2.5 

- 

EATING  ARRANGEMENTS 

Total  lodgers  and  lodger  groups.... 

100.0 

100.0 

100.0 

100.0 

100.0 

Eat  meals  in . . . . . 

59.5 

'  54.8 

51.3 

77.5 

98.9 

Eat  meals  out.. . . . . . 

40.5 

45.2 

48.7 

22.5 

1.1 

In  dwelling  units.. . . . 

90.9 

89.8 

88.6 

97.5 

100.0 

Eat  meals  in . . . •••••••••• 

56.7 

51.6 

47.9 

75.5 

98.9 

Eat  meals  out . . . . 

34.3 

38.2 

40.8 

22.0 

1.1 

Married-couple  lodger  groups . 

10.8 

11.5 

12.5 

5.5 

5.1 

Eat  meals  in . . . . 

9.0 

9.4 

10.1 

5.5 

5.1 

Eat  meals  out . . . . . 

1.9 

2.1 

2.4 

- 

- 

Other  lodgers  and  lodger  groups.. 

80.1 

78.3 

76.1 

92.0 

94.9 

Eat  meals  in... . . 

47.7 

42.1 

37.8 

70.0 

93.8 

Eat  meals  out . 

32.4 

36.1 

38.3 

22.0 

1.1 

In  rooms  in  rooming  houses  and 

nontransient  hotels... . 

9.1 

10.2 

11.4 

2.5 

- 

Eat  meals  in . . . 

2.9 

3.2 

3.4 

2.0 

Eat  meals  out.. . . 

6.2 

6.9 

8.0 

0.5 

mm 

-  10  - 

Table  8, — ENTRANCE  TO  THEIR  LIVING  QUARTERS  AND  BATHING  EQUIPMENT,  FOR  LODGERS  IN  THE 

UNITED  STATES,  URBAN  AND  RURAL:  MAY,  1948 


Percent  distribution  of  lodgers  and  lodger  groups 
« 


Characteristic 

United 

States 

Urban 

and  rural -nonfarm 

Rural- 

farm 

• 

Total 

Urban 

Rural - 
nonfarm 

Percent  of  total . . . 

100.0 

89.3 

77.2 

12.0 

10.7 

Total  lodgers  and  lodger  groups.. 

100.0 

100.0 

100.0 

100.0 

100.0 

In  dwelling  units . 

90.9 

89.8 

88.6 

97.5 

100.0 

In  rooms  in  rooming  houses  and 

nontransient  hotels . 

9.1 

10.2 

11.4 

2.5 

- 

ENTRANCE  TO  LCDGER*  3 

LIVING  QUARTERS 

Total  lodgers  and  lodger  groups.. 

100.0 

100.0 

100.0 

100.0 

100.0 

Entrance  direct  from  outside.. . . 

5.2 

5.0 

4.0 

11.5 

7.3 

Entrance  from  a  common  hall..... . 

41.4 

43.2 

45.8 

27.0 

25.8 

Other  entrance . . . . . 

53.4 

51.8 

50.3 

61.5 

66.9 

In  dwelling  units . 

90.9 

89.8 

88.6 

97.5 

100.0 

Entrance  direct  from  outside . 

5.0 

4.7 

3.7 

11.5 

7.3 

Entrance  from  a  common  hall . 

32.6 

33.4 

34.8 

24.5 

25  .8 

Other  entrance . . . 

53.3 

51.7 

50.2 

61.5 

66.9 

In  rooms  in  rooming  houses  and 

nontransient  hotels..... . . 

9.1 

10.2 

11.4 

2.5 

- 

Entrance  direct  from  outside . 

0.2 

0.3 

0.3 

Entrance  from  a  common  hall... . . 

8.8 

9.8 

11.0 

2.5 

- 

Other  entrance . . . 

0.1 

0.1 

0.1 

— 

BATHING  EQUIPMENT 

Total  lodgers  and  lodger  groups.. 

100.0 

100.0 

100.0 

100.0 

100. 0. 

Private  bathtub  or  shower . . 

4.6 

5.0 

4.9 

5.5 

1.7 

Shared  or  none . . . 

95.4 

95.0 

95.1 

94.5 

98.3 

In  dwelling  units . 

90.9 

89.8 

88.6 

97.5 

100.0 

Private  bathtub  or  shower . . 

4.4 

4.7 

4.6 

5.5 

1.7 

Shared  or  none 

86.5 

35.1 

84.0 

92.0 

98.3 

In  rooms  in  rooming  houses  and 

nontransient  hotels . . . 

9.1 

10.2 

11.4 

2.5 

•• 

Private  bathtub  or  shower . . 

0.2 

0.3 

0.3 

m m 

Shared  or  none . . . . . 

8.9 

9.9 

11.1 

2.5  . 

— 

